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Muffle Industrial Noise ... Step uP Efficiency 
MLL Mseliilielaccllicy 


EFFICIENT 


AO 


Sree Ys 
Sound 
Protectors 








Yes, if you can’t get rid of plant noise, 
muffie it with AO Sound Protectors. 
They’re comfortable, sanitary (no foreign 
substance enters ear), and they provide 
exceptional attenuation or noise reduction 
— yet voices are audible at all times for 
communication. Your nearest AO Safety 
Products Representative can supply you. 


AO 372-8 


For extreme noise levels — recommended for both high and 
low frequency noises. Neoprene covered spring headband 
is sturdy, dielectric and assures even pressure. Specially de- 
signed vinyl sponge ear seals accommodate temples of 
glasses — ear domes fit any shape head. Up and down ad- 
justment for proper positioning. Vinyl foam ear puffs easily 
remove for sterilization. Entire unit can be sterilized by sub- 
merging in solution of AO #101 Germicidal Detergent or AO 

102 Powder Detergent. Unit is impervious to oils, acids, 
perspiration, is rustproof for all-weather use indoors or out. 
















AO 124SB-2 


The first sound protector for industry and 
still solves all but the most difficult noise 
problems. Recommended for use where 
noise is a major problem. Adjustable Neo- 
prene coated headband spring. Completely 
nsulated connection unit. Cups fit snugly, 
stay comfortably in place 





AO 102 AO 350AF 
Powdered Detergent Anti-Fog 
Both a germicide and detergent 
in convenient powder form. 
Can't break, can’t freeze. No stir 
ring needed — powder dissolves 
fast. 1 02. dilutes to 1 gal. Odor- Won't harm metal or rubber. Use 
less, non-toxic. Cleans, sanitizes full strength 
sound protectors, face shields, AO S ands keep workers 
he > > : Ss weatbands 2 2 
ns Sees Caer cool, comfortable, efficient and 
prevent accidents due to sweat 
blurring eyes. Check your stock. 


Keeps safety lenses, face shields 
and plates clean and fog free 
longer. Just spray on — wipe off! 
Non-toxic, non-inflammable 


Allway isist on 


4) Tra on marked American © ®) Optical SOUTHBRIDGE, MASSACHUSETTS 


COMPANY 
SAFETY PRODUCTS DIVISION 


Safety Products Branches in Principal Cities 





1833-1958 125 LEADERSHIP YEARS 
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Walk and Work on ARMORTRED 
NEOPRENE CUSHION SOLES — they 
cradle your foot in daylong comfort 
yet firmly support your weight. 





NEOPRENE CUSHION 


® Made of DUPONT NEOPRENE- 
for peak protection against heat, 
oils, solvents etc. and, of course, 
for long wear! 





NEOPRENE QUALITE CORK CUSHION 


@ Available in a variety of styles and 
thicknesses for use on all types of 
work and safety shoes. 


FT QUABAUG RUBBER CO. 


HEEL AND SOLE COMBINATION North Brookfield, Massachusetts 
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Powder Dispenser 
and Level Cable Wind 
are accessories 


-FINNELL 


Oniginatens of Power Scrubbing and Polishing Machines 


SUSTEM, INC. 


with a COMBINATION SCRUBBER -VAC! 


a Weta 


Here’s a timely answer to the need for reducing labor costs — 
a single cleaning unit that completely mechanizes scrubbing. A 
Combination Scrubber-Vac applies the cleanser, scrubs, flushes 
if required, and picks up (damp-dries the floor) — all in one 
operation! Maintenance men like the convenience of working 
with this single unit...the thoroughness with which it cleans 
...and the features that make the machine simple to operate. 
It’s self-propelled, and has a positive clutch. There are no 
switches to set for fast or slow — slight pressure of the hand on 
clutch lever adjusts speed to desired rate. The powerful 
vac performs quietly. 


Finnell’s 213P Scrubber-Vac at left, an electric 
unit for heavy duty scrubbing of large-area floors, 
has a 26-inch brush spread. Cleans up to 8,750 
sq. ft. per hour (and more in some cases), de- 
pending upon condition of the floors, conges- 
tion, et cetera. (The machine can be leased or 
purchased.) Finnell makes a full range of sizes, 
and gasoline or propane powered as well as 
electric models. From this complete line, you can 
choose the size and model that’s exactly right for 
your job (no need to over-buy or under-buy). It’s 
also good to know that a Finnell Floor Specialist 
and Engineer is nearby to help train your mainte- 
nance operators in the proper use of the machine 
and to make periodic check-ups. 


For demonstration, consultation, or literature, phone 
or write nearest Finnell Branch or Finnell System, 
Inc., 3506 East St., Elkhart, Ind. Branch Offices in all 
principal cities of the United States and Canada. 


BRANCHES 
IN ALL 
PRINCIPAL 
CITIES 


= | FINNELL 
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THIS 
FROM 
YOUR 

DISTRIBUTOR 








TO THIS IN 
YOUR PLANT 
THE SAME DAY: 


NO MORE WAITING 
) FOR SLING CHAINS 


Gone are the days of waiting for 
new or rebuilt sling chains to reach 
you from the factory. Now, with 
all components furnished by your 
Herc-Alloy distributor, you can 
have your slings the same day. 
Leading alloy chain users are 

doing it. Write us or call 
your CM Chain Distributor 
for catalog, prices and 
assembly chart. 








HOW IT’S DONE! 


With Hammerlok Coupling Links, anyone 
who can drive a nail can assemble or 
rebuild a sling chain in minutes. No peen- 
ing! No welding! Hammerlok is rugged 
...reusable...safe. Endorsed by leading 
alloy chain users. 

























6) fy COLUMBUS MCKINNON 


CHAIN CORPORATION 


TONAWANDA, NEW YORK 
DISTRICT OFFICES: NEW YORK e CHICAGO e CLEVELAND 


In Canada: McKINNON COLUMBUS CHAIN LIMITED, ST. CATHARINES, ONTARIO 


wERC-ALLoy® sammMertox® 


HOISES AND CHAIN 





Circle No. 5 on reader service card for more information 





June 1958 Vol. 20. No. 8 


OCCUPATIONAL 


HAZARDS 





Published monthly and copyright 1958 by 


The Industrial Publishing Corporation 
812 Huron Road, Cleveland 15, Ohio 
Telephone SUperior 1-9622 


Invinc B. Hexter ......... President 


Lester P. AuRBACH 
Executive Vice President 


Epwin M. Joserpu ....Vice President 
Re Se ssoseasseoes Vice President 
STAFF 
Eowin M. Joseru Publishing Director 
ee ee eee eres Editor 
eS | ey Associate Editor 
Peter J. SuHeripan ..Associate Editor 
RicHarp F. Gonpa ..... Legal Editor 
ScHOLER BANGs ..... Western Editor 
ALaRic MAUSSER ......... Art Director 
IN. G. RIOR 6iece Circulation Director 


FRANCHISE CIRCULATION 
DEPARTMENT 


Atan J. Kicuter ..General Manager 
Frep MASON ..... Franchise Manager 


SALES OFFICES 


CLEVELAND 15 SUperior 1-9622 
812 Huron Road 
NEW YORK 17 
Lee Haas, Manager 
Arthur Joyce, Representative 
V. R. Stein, Administrative Assistant 
Room 836, 60 East 42nd Street 
CHICAGO 11 WHitehall 3-1655 
Charles F. Geyer, Manager 
E. H. St. Jules, Representative 
K. L. Jones, Representative 
Suite 704, 520 North Michigan Avenue 
LOS ANGELES 57 DUnkirk 7-5104 
Alan T. Cazier, Manager 
William Mills, Representative 
Room 8, 672 South LaFayette Park Place 
LONDON, S.W. 1, ENGLAND Victoria 2608 
John A. Lankester, Manager 
31 Palace Street, Westminster 


MUrray Hill 7-3420 


Susscmiption Inrommation: Single copy 50c, one 
year $5, two years $8; Canada $6; United King- 
dom £3.0.0, payable in sterling at our London 
office; other foreign $7. Accepted as a controlled 
circulation publication at East Stroudsburg, Pa 
Return form 3570 to 812 Huron Road, Cleveland 
15, Ohie. 


The Industrial Publishing Corp. also publishes 

AERONAUTICAL PROCUREMENT 

Arptigp Hypravuics 
Rerniceration & Atr-Conpitioninc Business 
Fiow 
Inpustay & Wewpine 
Maremiat Hanoune ILtustaatep 

Mopean Orrice Procepunres 

Parcision Meta Mowsine 
Wewoinc ILLustaatep 


Members, Business Publications Audit of Circula- 
tien, Inc. Net r ble fo licited material. 





JUNE 1958 © OCCUPATIONAL HAZARDS 











HERE’S A SLIP-RESISTANT SOLE... en “| 





...One of a group of four shoes, 
two oxfords and two boots featuring 


‘ a Resist-Oil Cellular Grit soles and heels... 
HY-TEST has solved the problem! No longer is it encther advance ln safety shoe design 


necessary to resort to heavy cleats, suction cups and comparable to HY-TEST’s famous Anchor 
other gadgets on anti-slip soles. Workers want normal, Flange Steel Box Toe. 

easy-going mobility as well as slip resistance in this 

type of footwear. HY-TEST supplies both with new 


Resist-Oil Cellular Grit soles and heels. This tred... HY-TEST SAFEty SHOES 
- made of synthetic rubber impregnated with non- Division INTERNATIONAL SHOE COMPANY 
abrasive cellular grit...is light in weight and smooth of 1509 Washington Ave., St. Louis 3, Mo. 
. s : F Teletype: SL300 
surface yet is oil-resistant and highly slip-resistant. 927 N. 3rd St., Philadelphio 23, Po. 
Tests prove it long-wearing and best in slip-resistance Teletype: PH476 
. on wet or oiled concrete and dry, wet or oiled hard- 
wood flooring. If you have a slip hazard, and workers p44 
object to clumsy sole devices, acquaint them with / YY, 
HY-TEST’s Resist-Oil Cellular Grit soles and heels. / wie 3 
f D> Sag,*@7, 
Write or wire today for all details. t wors tea. 
s LARGEST 
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FOR COMFORT AND SAFETY 
IN LINEMEN’S GLOVES 


FULL CURVED HAND shaps 

identifies genuine Whit 
glove, designed for maximun 
comfort and safety. 


safe fit of all hands— ir 


sizes from 9 to 12 inclusive 


2 SIZE RANGE assures a good 


3 FINGER SHAPE gives natural 


flexibility and deftness. Er 
are round, crotches extra-lar 
4 GLOVES are 
ratings to suit your job needs 
with plenty of safety allowan 
from 10,000 to 20,000 volts. 


avaluapbie 








Inner Liner 
gloves absorb sweat 
in summer and keep 
hands warm in winter 


Leather Protector 
gloves for abrasion 
protection, tailored t+ 
fit over rubber gloves 


YOUR QUESTIONS 


Th 
ney 


WHITE RUBBER CO. 
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To obtain any of the literature or free services listed here, 
circle the correct number on the Readers’ Service Card. 


Hydraulic sweepers: Model H1 
(tractor mounted) and Model HL (load 
er mounted) are illustrated and described 
in a new company folder, which includes 
spec ifications. The 
used vear 


sweepers may be 
around for snow and grass 
sweeping as well as for cleaning drive 
ways, ramps, and docks, the folder says 


Published by M-B Corp. 
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Non-slip coating: Prevent-O-Slip is 
a newly-developed floor 
provides over 60% 
friction than 


which 
higher coefhcient of 
minimum 


coating 
safety require- 
ments demand. Its ingredients combine 
bacteriostatic and fungiostatic substances 
which mean improved hygiene and elimi- 
nation of odor-producing organisms. A 
bulletin fully. Published 


by Lamco Chemical Co. 


describes it 
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Safety glasses: The F9700 two-tone 
line of plastic ultrascopic safety glasses 
is highlighted in an attractive new color 
booklet. Styling is illustrated and con 
struction features are also covered 
Frames are available in both pink crystal 
and copper bronze. Published by Amer 
ican Optical Co. 
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Protection equipment: The I-19 bro 
chure covers a wide range of products 

carbon dioxide fire extinguishing sys 
tems, fire detection equipment, and 
photo-electric burglar detection systerns 
The role of the portable fire extinguisher 
in various types of fires is also charted 
in this booklet. Published by Walter 
Kidde & Co. 
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Safety equipment: Just about every 
product conceivable having an applica 
tion to industrial safety is outlined in 
this new catalog. Illustrations and spr 
cifications are used effectively, and the 


index system assures quick, easy refer 
ence. Published by American Allsafe 
( 0., Inc ° 
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wash fixtures: 


diagrammed 


Showers and eye 
An illustrated and 
booklet 
products. 


color 


provides specifications ou both 


Emergency showers protect 


workers against fires, chemicals, caustics 
fumes, and acids. Eye fixtures guard 
against eve fatigue, foreign objects 
fumes, and smog. Published by Speal 


man Co 
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Fire-fighting 


page catalog 


equipment: A 112 
reviews all types of hire 
equipment from 
trucks. 
fire trucks for the petroleum and chem 


Published by Howe Fire 


extinguishers to fire 
A special section is devoted to 


ical industries. 
{pparatus co 
Circle No, 306 on reader service card 


Model 60 is described ir 
These coats are fitted with 


Duck coats: 
new literature 


detachable fleece interlining, which may 
be removed during warm weather. Thus 
they are suitable for year ‘round wear 
Stock coat sizes, 34 to 54; length op 
tional. Bunker pants, firemen’s mittens 


and gloves, and suspenders are also tea 
tured. Published by Morning Pride Mig 
Lo 
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Fire protection system: These Class 


\ systems are reviewed i 


a 4-page 


lustrated color brochure. The system’ 
control panel, emergency signal actuator 
incoming supervisory and alarm 


and the 


signals 
master coder are all described 
recorder is also diagramme 


Published by Nor hie 


A printer 
and discussed 
Corp 
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Police equipment: Just about every 
product of use to industrial policemen is 
listed in catalog No. 158. 
gency lights, uniforms, pistols, stretchers 
and first aid kits are only a few of the 
Published by W.S. Dar 


Sirens, emer 


items covered. 
ley & Co. 
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Safety enclosure: 
(A-11) 
tures modular design; it illustrates en 
closure parts and describes their fun¢ 
tion. Published by S. Blickman, Inc. 
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A 6-page bulletin 
tells of an enclosure which fea 


A safety color code 
is spelled out in an 


Color dynamics: 


attractive new 
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booklet; code benefits are reviewed. 


The role of “color dynamics” in reducing FIRST FLIGHT... PROTECTED BY 
BULLARD SAFETY HO/ST HOOK ! 


accident frequency in a steel plant is 
described. Color and good housekeeping 
are discussed. Published by Pittsburgh 
Plate Glass Co. 
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Floor machine: A 4-page color bro- 
chure describes the Unico floor machine 
which dry scrubs, polishes, waxes, steel 
wools, sands, and buffs. The machine 





‘ comes in six different brush sizes ranging 
from 12” to 24”. It is equipped with a 
UL-approved safety control switch. Pub 
lished by I nited Floor Vac hine ( “”., In 
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Industrial ladders: 14 different 
types of metal ladders in more than 


100 sizes and lengths are catalogued THIS 1O-TON CRANE EASILY LIFTS THIS 


in a new bulletin. Planks, platforms 


ith wah sia wo. 2am 20,000 LB. FUSELAGE OF LOCKHEEDS NEW 
ated. Pulianes oy Was Ae STARLINER INTO /TS ASSEMBLY DOCK. 


Rolling & Stamping Corp. 


Circle No, 313 on reader service card SAFETY ‘Ss A VITAL COMPONENT OF THESE 
ADVANCED PRODUCTION METHODS SEEN 
Insulation board: The composition IN LOCKHEEDS BURBANK FACTORY. 


and characteristics of the inorganic ma 
terial Asbestolux are described in a 














new folder. Specifications and applica 








tions of this fireproof insulation board 
are included. Published by North Amer 
can Asbestos Corp. 


MEN AND MATERIALS AROUND LIETING EQUIPMENT ARE 
PROTECTED BY BULLARD pentane HOIST HOOKS -:- 
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Ambulitter: A 6-page catalog sheet 4 
gives details on the Ambulitter, which CLOSE THE 


consists of a light pair of low-pressure SAFETY GATES: 


pneumatic rollers in a frame. The 
rollers may be attached to a standard LOADS ARE 
Army litter. The device makes move- AUTOMATICALLY 


ment of a litter patient easier on rough 


. / 
terrain. Published by Ambulitter Corp LOCKED IN: 
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RELEASE 
BUTTON. 
| GATE OPENS 













































yes TO ALLOW 
A nad 
Moving message sign: Literature ‘ . : (00% THROAT 
tells you that with the Flash-O-Graph. a ; % 1 OPENING. 
. sentence with 60 characters can be eee —s — 
flashed 5 times a minute. The product - — 
makes an excellent attention-getter for i Nore yee 
safety signs. Message tapes can_ be on GATES E 


changed easily. Published by Flash-O LOOK OUT- 
Graph Corp. 

le ‘a 316 on reader service card ae — : ALARM TOO. iF 
/S SPRUNG ! FY] 100K SPRINGS 

Pumps: A brochure describes pumps ee as ed "56 - a 48, Oren 

ra ; .}| SPACE BETWEEN 

GATE AND TIP 
OF HOOK /S$ /M- 
= TELY SEEN. 


ARE A DANGER 





pe 


eae ta 


with capacities up to 90,000 gpm, heads sa tea 
75 T ee 

up to 375’. These pumps can be pur ne 

chased in gasoline, electric, diesel, o1 —— 


= ‘ 
helt-operated models, Construction § de a YS 


ae 


tails and specifications are highlighted in 
the literature. Published by Barnes Mig 
Lo 








Pe) 
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Pushbutton lock 


With gate open hook’s throat is 100% clear 
Available in sizes 1 to 16A for all type 
hoists, tuggers and come-alongs. Write 


for safety hook data sheet INDUSTRIAL SAFETY EQUIPMENT 

















NEXT MONTH... 
Watch for our special study of 





machine quards—in July. 





E. D. Bullard Co., 2680 Bridgeway, 
Sausalito, California = 
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YOUR BEST MOVE... MOVE 


with MERRILL 


MATERIAL 
HANDLING 
DEVICES 


LIFTING 











DRUM TILTER 








For Interesting information write 


MERRILL BROTHERS 


56-45 Caspian St., Maspeth, N. Y. 
3-R-6 
Circle No, 9 on reader service card 








Sinaia 
LETTERS: 


) readers report 


Hassle Over Carboys 
—We Expected It 
EDITOR: 

Your effort in page 43 of the 
March issue to provoke argument 
goes too far. Somebody is going to 
pressurize a carboy as you suggest. 
and I’m sorry you won't be there 
when it happens. 

“Never use air pressure to empty 
carboys,” says the U. S. Department 
of Labor in Chemical Safety Charts 
INOS. 2.) ds ORC. 6-6 

There are many other authorities 
if you want them, and plenty of 
people to tell you your idea is very 
dangerous. ... 

H. B. Hurp 

Vr. Hurd neglected to give us 
his position or address. However. 
our March article is based on the 
practical experience of one of the 
largest manufacturing companies in 
the U. S., 


system of pressurizing carboys 


which has used the 


(with the safeguards we mentioned ) 
for some years. H.V.Hodnick, who 
supplied the information, is a safety 
engineer of long experience: we 
told you his ideas disagreed with 
those of many other authorities, 
and he himself anticipated com- 
ments, 


Let’s Him and Him 
Fight—We'll Hold Coats 


EDITOR: 

Congratulations on the fine plug 
you gave CF&1l in your January 
1958 issue: “Summons for Poor 
Housekeeping.” | believe another 
steel company was also featured in 
the same article. 

The part dealing with CF&I has 
a few minor inaccuracies resulting. 
no doubt, from the friendly contest 
between GCS and CF&I, with GCS 
back- 


ground data. Some details seem to 


supplying the “friendly” 


have been overlooked, neither GCS 
nor CF&I being able to account for 
everything their opposite number 
does. To round out the origins of 
the friendly contest between the two. 
the following may help in bringing 
the story into focus: 


l. When one of CF&I’s top 


management toured GCS, he was so 
impressed with its improvement in 
performance, he felt some sort of 
tangible recognition should be given 
them. CF&I had a sign proclaiming 
it as the “safest and cleanest steel 
plant in the U. S.—Pueblo plant.” 
which was stored away temporarily 
because, in justice, CF&I felt it 
did not rate such top billing. This 
sign was shipped to GCS on loan 
as stimulus to continue improving 
their performance. This was the 
start of the friendly contest. 

2. The contest idea slowly ger- 
minated, a sort of “brown jug” 
symbol between two steel companies. 
But overtones. undertones. and even 
sidetones developed. Committees 
chosen by both companies did visit 
each other's plants to determine 
where the sign would reside. But. 
possession being nine-tenths of the 
law, Granite City Steel had CF&l 
trying to regain a sign that was 
already considered theirs by GCS. 
That’s why GCS’s determination to 
keep the sign was so easy to attain 

they just kept it. 

3. Undaunted, CF&I began an 
educational program to reassert its 
right to the sign. An “expose” of 
how GCS got the sign was printed 
and sent appropriate GCS personnel. 
CF&I feeling rightly that justice 
would be done if the facts were 
presented to the proper people. Un- 
fortunately, nothing was heard from 
Then. 


instead of righting a wrong, CF&l 


GCS for several months. 


was barraged with a propaganda 
piece that attempted to justify GCS 
keeping the sign. They even ad- 
mitted smuggling pictures out of 
CF&I through a purported defector. 
These pictures allegedly show CF&I 
as not being entitled to the sign’s 
return. Other pictures were shown 
out of context or re ropped lo 
GCS’s advantage, a palpable subter- 
fuge that any safe, clean steelworker 
could see through. Obviously, GCS 
was getting worried—thinking to 
compound two wrongs into a right 
to cover up their original wrong. 

1. Then things began to look up 
for CF&l. GCS made a tactical 
error in paying our management 
man (who thought GCS should be 
given some recognition) a sum of 
money to cover his seven years of 
consultation work. No fee had been 
expected—our management feeling 


continued on page Il 
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LOW COST 





/ DID EVERYTHING 
/ COULD FOR HIM Gur 
...FOR HEAVENS SAKE 
WHY WAS HE WEARING , 
REGULAR SHOES ON JHE JOB S&S 





?- 2-7? 



















ONE WORKER DOWN AND...219,999 TO G0? 


Reliable insurance sources state that according to 
latest available figures 220,000 industrial foot injuries 


occurred in a single year. 


Here is positive proof that regular shoes are not only 
costing industry millions of dollars in lost-time in- 
juries each year, but untold human suffering to their 
workers as well. 


Ridiculous ... when you consider that safety shoes 
purchased through industry cost less than W/NGUVARD... 
ordinary shoes and would have prevented —‘"* '**** dsvclopment 


in steel toe protection. 


most of these unfortunate accidents. 


Safety Box Toe Company 


812 STATLER BUILDING . BOSTON 
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LOW COST 
LIGHT WEIGHT 

/ STURDY 
COMFORTABLE 


iTE 


Dockson manufactures a complete 


(MODEL 56) 


line of goggles & spectacles. 


+96 cover-spectacle goggles 


GOGGLES FOR WELDING, GRINDING, 
CHIPPING OR CHEMICAL HANDLING 


Here is a goggle that will give top service at lowest cost. The ECONO- 
LITE goggle frame is made of tough, injection molded, special plastic with 
scientifically designed, integral deflecting louvers for ample ventilation and 
thorough protection from splash or flying particles. Welder’s models are 


equipped with Bafl-Vents to protect the eyes from injurious flash rays. 


Round, replaceable 50MM lenses afford a wide range of vision and 


are available in various types and colors to meet your job requirements. 


Nose bridge is of adjustable, flexible, ball-chain type, with safe sleeve 
lock, plastic covered for comfort. Long life, quick adjusting head band of 


special elastic construction makes wearing a pleasure. 


( Model 50 for grinding & chipping 
Model 52 for acid handling 
Model 56 for welding 


ECONOLITE goggles are 


available in three types 


ded spectacle goggle 





Daclaaqina with a rnurnaca!l 


ee eS iC ae ee TN ON Ow 


LETTERS 


continued from page 





that helping one steel company helps 
the steel industry. The fee, the 
magnificent sum of 7 cents, tacitly 
admitted our man could also be 
considered an employee of GCS. 
\s an employee, he was entitled to 
publish an ad in the GCS employee 
publication, The Mill. Outmaneu- 
vered, GCS did publish the ad. 
(After all. as a GCS employee, our 
CF&I man did have certain legal 
rights. and—dilatory tactics by GCS 
to the contrary—these rights could 
be established easily.) The rest is 
anticlimax. CF&I got its sign 
thoroughly reconditioned, decon- 
taminated. dehumidified, and de- 
signed of certain GCS symbols. 

Those are the facts regarding the 
friendly CF&I-GCS sign contest. 
And if there is any rebuttal from 
the GCS faction. the following 
should suffice: “The first liar ain’t 
got a chance.” 

If anything, this friendly rivalry 
between CF&I and GCS (and it was 
friendly—-still is—will be) proved 
that a good housekeeping contest 
could be not only effective, but fun 
as well. 

4 C. Pocius 
Managing Editor 
CF&I Blast—Publicity 
Colorado Fuel & Iron Corp. 
Pueblo. Colo. 

“CCS. of course, is Granite 
City Steel Company, Granite City, 
Illinois, about which we wrote in 
“Summons for Poor Housekeeping.” 
“CF&I” is the Colorado Fuel & 
Iron Corporation, which produces 
steel as well as entertaining letters. 
We offered to let GCS safety direc- 
tor “Red” Parker and CF&1 Safety 
director J. D. Price slug it out 
publicly under our sponsorship. 
There were no takers. 





Angels’ aides . 


Safety engineers are on the 
side of the angels, Rev. Father 
Perry James Roets, Marquette 
University, told an ASSE chapter 
meeting in Milwaukee. Those re- 
sponsible for plant safety fre- 
quently must be “the conscience 
of management,” even though 
nmianagement may not always fol 
low that conscience. 
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There's a BIG difference in floor absorbents 


MAKE THIS DISCOVERY! 


RIGHT IN YOUR OWN OFFICE you can test the difference of 
Eagle-Picher Industrial Floor-Dry with whatever oil absor- 
bent you’re now using. You'll discover it actually absorbs 
as much as 100% or more liquid per pound than other floor 
drying materials. 

YOU'LL ALSO PROVE that Eagle-Picher Floor-Dry retains 
its skid-proof granular mineral form even when saturated. 
It doesn’t mud or pack. Light in weight, it spreads easier 
and covers a larger area. Non-combustible, it has no chem- 
ical reaction. And possessing unusual reflective power, Floor- 
Dry makes working conditions bright and pleasant, as well 
as safe! 


Since 1843 


WRITE TODAY. Our Eagle-Picher rep- 
resentative will bring the portable 
laboratory to your office where 
you may make this test yourself. 
The Eagle-Picher Company, 
Cincinnati 1, Ohio. 
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NEW BULLARD WEATHER-CONDITIONED UNIT FIRST AID 


Dense morning dews, fog, humidity, and driving rains all find 

ways to seep in and destroy your unit first aid supplies. Now you can 
have positive protection against costly first aid moisture damage. Every 
unit in Weather-conditioned Bullard First Aid Kits is sealed in clear polyethylene. 
Even liquids are packaged in non-breakable polyethylene. 
Under the most extreme conditions, when ordinary first aid 

wrappings would deteriorate, Bullard units are as fresh as the day they were 

packaged. You can’t buy better protected unit first aid . 

Yet, Bullard costs no more. 





BULIARD )), . 


Pre SAFETY EQUIPMENT ORS, 


whee 
+ 











All units, including liquids, sealed in polyethylene wraps. E. D. BULLARD COMPANY ~ Sausalito, California 


WRITE FOR complete catalog of Bullard Unit Pack First Aid 
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With top speed a secret, the U. S. 
Chance Vought F&8U-1 Crusader was the 
first aircraft to span the continent faster 
than the speed of sound. Now flying with 
Fleet squadrons on both the Atlantic and 
Pacific coasts, the F8U-1 operates in a new 
speed range far beyond the supersonic. 
President Eisenhower, aboard the Saratoga 
when one of the epic transcontinental flights 
landed, observed: “You almost got here be- 
fore you left.” 


Navy’s 


In the photo above, Tuffy Slings are being 
used in hoisting the plane. 18,829 lbs. of 
valuable aircraft are entrusted to the qual- 
ity, strength Tuffy 





and dependability of 


Write today for your copy of (). 
FREE TUFFY 

‘ SLING HANDBOOK 
Full sling data and specifi- 
cations plus complete 
rigger’s handbook. 


{ 






2298 Manchester Ave. 


Slings 
the world’s 
fighter plane 


— 


Slings. We think it’s a fine testimonial to 
the kind of slings and wire rope you get 
when you use Tuffy. 


Tuffy Slings give you more sling efficiency 
and longer life Tuffy’s patented 
machine-braided fabric is the perfectly 
anced combination of strength 
ity. Their flexibility is such as to resis 
kinking. When kinks do occur, 
easily straightened without material dam- 
age. And the exclusive Tuffy pressed-on fer- 
1 


rule makes the eye-splice as strong as the 


i 


because 
bal- 
and flexibil- 


+ 


1 
tney are 


fabric. For every sling need and any sling 
problem, get in touch with your Tuffy dis- 


tributor. 


to] UNION (# Wx Kone Corporation 


| Tatty SUBSIDIARY RG 


STEEL CORPORATION 
2 


Kansas City 26, Missouri 


Specialists in high carbon wire, wire rope, braided wire fabric, stress relieved wire and strand. 





Tuffy Slings play a vital part in both production 


and operation of the Navy’s F8U-1 
£ 


Here the catapult 
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Tuffy is in the act again as the F8U-1 is set to 
Union Wire Rope also manufactures 


elage is suspended on a Tuffy sling assembly catapult slings used on U. S. Navy aircraft 
as it moves on the production line. carriers. 
«+-«« Circle No, 13 on reader service card Circle No 





The F8U-1, landing on carrier deck, is about 
to catch arresting cables such as Union Wire 
Rope Corporation also makes for the Navy. The 
plane in this operation weighs more than 12 tons! 


14 on reader service card for more information 
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WRITE FOR complete catalog of Bullard Unit Pack First Aid 
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THIS LIFE PRESERVER VEST 
IS FASTENED TIGHT 
BUT IT CAN BE TAKEN OFF 


IN SECONDS! 


HO W? A slight pull on a control rod releases all 
a fasteners instantly, so the wearer is free 
of it. 


WHY? 


If the weorer is trapped under a barge 


or between two objects, he may need to 
shed the Quick Release Life Preserver 
Vest fast, to get out of danger. 


WHA 7? Complete details of construction and per- 
* formance, which are far beyond ordinary 
life preserver vests, are described in our 
Quick Release Life Preserver Vest Bulletin. 
Write for your copy today. 


This advertisement is shown here posted on a Diamond Bulletin 
Board, another product of Safety First Supply Company. 


SAFETY FIRST SUPPLY COMPANY 


425 MAGEE STREET * PITTSBURGH 19, PA. 














Hi 
f° 


CHISEL GRIPS 





a striking improvement 
in sledging and chiseling 


- wused extensively for 
steel stamps, star drills, punches and hand tools 





TWO-MAN MODEL. 18° LENGTH. HOLDS TOOLS 
UP TO 2%" DIAMETER 







Catalogue No. 718 


The Safe-Hi two man chisel grip features a newly im 
proved flanged head for additional support and shock 
absorption, a longer lasting band, non-slip knurling on 
the handle and T-handle adjusting screw 








ONE-MAN MODEL. 7° HANDLE. HOLDS TOOLS 
UP TO 1%" DIAMETER 





The Safe-Hi one man chisel grip is durable and light 
weighs only 6 oz. Shock insulated rubber belting band 


. r = absorbs shock and prevents “creeping” of the tool 
Catalogue No. 706 tyrough grip 











ENT FOR USE 
-EL STAMPS 
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Safe-Hi chisel grips provide new protection against smashed fingers 
and hands by keeping hands well away from the danger’ of off-angle 
hammer and sledging blows. Sincé Safe-Hi chisel grips hold steel 
stamp or chisel securely, sledging and chis¢ $ more accurate and 
faster. The danger of flying chisels is d 
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NAMES IN THE NEWS 
people * companies * as 


iations 


COMPANIES: 


A 35th anniversary celebration at 
Dockson Corp., Detroit, was marked by 
service award presentations to the firm’s 
veteran employees. Among the award 
winners was Harold E. Piggott, Dock 
son president, who started with the firm 
35 years ago as general office boy. The 
average Dockson Corp. employee has 


been with the company over 10 years 


General Bandages, Ine., recently 


moved its headquarters from Chicago to 
suburban Morton Grove, IIL. where the 
firm occupies new, more spacious «qual 
ters. The one-story contemporary struc 


ture includes plant, office, and warehouse 
facilities. The move is part of an expan 
s10n program whic h will result in 1 


manufacture of additional lines 


Searjeant Metal Products, Ine., 
Mendon, N. Y., has bolstered its product 


line through purchase of the “Sentry’ 
kick press safety guard from Thomas 
Industries, Inc., Fort Atkinson, Wis 


Searjeant’s distributors throughout the 
U. S. and Canada are now marketing the 
produc Ss 


Fyr-Fyter Co., Dayton, Ohio, recent 
ly purchased the assets of Globe Auto- 
matic Sprinkler Co., Philadelphia, Pa 
Now, through its various divisions, Fyr 
Fyter offers more than 1,200 fire protes 
tion products and maintains plants in 
seven American cities in addition to its 
16 branch offices 


4 new $1,500,000 building is under 
construction at Underwriters’ Labor- 
atories, Inc., Northbrook, Ill Wher 
completed late this fall, the structure will 
have in interior urea of 44.200 sq tt 
with an additional 4,800 sq. ft. partially 
enclosed. It will be used for testing floor 
and ceiling construction materials and 
for burning brand, flame spread, an 


wind tests on roofing materials 


The third annual Southwestern Fire 
& Safety Clinic was held recently in 
Tulsa, Okla Co-sponsors of the day-lon 
clinic (Walter Kidde & Co.: servic: 
division, Allan Edwards Mfg. Co.) 
demonstrated latest fire-fighting tech 
niques and equipment. Some 500 at 
te nded 


PEOPLE: 


R. Jj. Foresman recently joined 
American-Lincoln Corp., Toledo, Ohio, 
as vice president—sales. In his newly-ere 
ated post, Foresman directs sales polic 1€s 
and coordinates and supervises the distri 
bution and sales of American-Lincoln’s 
complete line of floor maintenance equip 
ment 


continued on page | 
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Greater Coverage, Longer Floor Life With 
| Slip-proof Sol-Speedi-Dri Oil & Grease Absorbent 


Leading floor absorbent cuts maintenance time, costs 


—keeps floors safe and dry, features dustlessness 


Plants all over the country using Sol-Speedi-Dri for their 
floors report reduced maintenance costs because of its lower 
volume weight and superior performance. Not just one or 
two, but many outstanding properties of Sol-Speedi-Dri 
provide lowest use cost. 

First of all, it spreads farther, requires less manpower 
because the lighter volume weight provides greater floor 
OILY, SLICK— coverage per pound. The thorough absorption of liquids 
and greases extends floor life and saves costly repairs and 
resurfacing. Old oil-soaked floors of all kinds can be made 
dry, safe... almost like new. 





Sol-Speedi-Dri has powerful pulling power—it acts like a 
poultice soaking up oils and greases and holding them. 
There’s no “leaking,” no slippery scum. The hard granules 
won’t break down, cake or become “‘mushy.”’ 








Dustlessness is an outstanding characteristic of 

Sol-Speedi-Dri. No discomfort for workers, no production 

problems because Sol-Speedi-Dri is de-dusted when pro- 

ats duced — it’s the most dust-free mineral floor absorbent made. 
MODERN TRICK—SOL-SPEEDI/-DRI/ 


— 
















And you'll find Sol-Speedi-Dri 
has “JO1 Uses”... which is the 
title of our helpful bulletin. Send 
the coupon for your copy—and 
for a generous sample. 


-aM/ | 


sacoenser 







double S-d 


wwe Smssuy 


SAFETY QUICK! 


“SIL - SALE Os 





SPEEDI-DRI DIVISION 

MINERALS & CHEMICALS 
CORPORATION OF AMERICA 

9482 Essex Turnpike, Menlo Park, NJ. 


a SPEED! DRI 


“101 USES” bulletin Generous sample oe green-flecked to tell you 
you've bought the best 


nome 
company 
oddress 


city zone state 
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for greater 
employee safety, 


comfort, and efficiency 
this summer 


Be ready for the hot days ahead . . . order your MSco seasonal 
protective supplies now, so that your workers will avoid the dangers 


and discomfort of heat, insects, snakes, and poisonous plant dermatitis. 





SAUNDERS’ SNAKE BITE KIT 


Provides instant first aid in the field. The Saunders’ kit, exclusive 
with Medical Supply Company, has the only venom-suction pump 
with a guarantee... does not have to be lubricated in the field 
... no glass to break. Precision-made for dependable, fast, easy 
operation. Contains everything needed for emergency use. . 
suction pump, adapters, tourniquet, lancet, bandages, antisep- 


tic, inhalants, and instructions. 








MSco POISON IVY FIRST AID 


Protect your workers against poisonous plant derma- 
titis with these field-proved MSco products. No. A-20 
Zircreme contains both zirconium* for its curative prop- 
erties and the antihistamine pyrilamine maleate for re- 
lief of itching. Available both in units and 1-pound jars. 
No. A-17 Poison Ivy Ointment, both a preventive and a 
cure—in new handy foil packets—six per unit. No. 
102A Poison Ivy Wash, a long-time accepted treatment. 
Six vials with applicators per unit. 
write for clinical data. 





*Latest medically approved treatment 








MSco INSECT REPELLENT 


Now M&Sco brings you Pellent with the new ingredient 
Diethyl Toluamide to repel all insects. Discovered 
and tested by U.S.D.A. No 227-A Pellent, two 34- 
ounce tubes per unit. Pellent, the standard repellent 
of our Armed Forces, for protection against all in- 
No. 205-AA Pellent Cream in 2-ounce plastic 





sects 
squeeze bottle. Won't sweat off all-day pro- 
tection. No. 204-A Pellent Ointment, six Ve-ounce 

Cream 


No. 32 Liquid Form Pellent in 5- 


for use either on 


tubes per unit 
ounce aerosol spray can 
mia 

+ 


body or clothing 








MSco CONTROLLED-ACTION SALT TABLETS 
Controlled action of MSco impregnated salt tablets releases energy-preserving 
salt in less than a minute. Sait is supplied at a steadily controlled rate as 
the body needs it, well below stomach’s tolerance over a period of about 

1:5 posable dispenser, which locks 


Als posa 


three hours. In new AIR-LOCK all-plastic 
out moist air and fumes, even while dispensing tablets. Can be mounted on 
50 contains 500 tablets, No. 300 contains 


walls and vehicles. Two sizes: No. 35€ 
1000 tablets 


Don’t wait for summer discomfort to slow down production... order 
these MSco safeguards now. See your MSco distributor, or write today 


Medical Supply Company 


Rockford, Ill. + In Canada, it’s Safety Supply Company 
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NAMES IN THE NEWS 


continued trom page 14 





New manager of Detroit operations for 
Ansul Chemical Co., Marinette, Wis.. is 
James B. Reed, formerly Ansul’s sales 
representative in the Chicago area. <A 
member of the American Society of 
Safety Engineers, Reed has been with 


Ansul since 1949 


New safety and security department 
boss at Eitel-McCullough, Ine., San 
Bruno, Calif.. is James A. Redpath. 
Before joining the firm a year ago, Red 
path was a sergeant on the San Bruno 
police force He left to become assist 
ant to the head of safety and security for 


Fitel-MeCullough 


Charles L. Thompson has been ap 
pointed general sales manager, Magnesi- 
um Co. of America, Inc., East Chicago. 
Ind. Thompson has had extensive experi 
ence in sales management and administra 
tion within the light metal and material 
handling fields 


John F. Palmer has been appointed 
eastern sales manager of the Medical & 
Hospital Dept.. Globe Industries, Inc., 
Dayton. He brings ten years’ experience 
in the safety field to his new post 


Thomas W. Potter has been named 
sales representative for Iron Age Safety 
Shoes Div. in Indiana, northern Ken 
tucky, and part of Illinois He main 
tains offices in Indianapolis. The firm’s 
headquarters are in Pittsburgh 


Eugene M. Kinney has been named 
general manager of Zenith Radio Corpo 
ration’s hearing aid division, Chicago 
He moves up from assistant general man 
ager, a post he had held for about one 
year. Kinney succeeds William N. 


Brown, who resigned 


SUCCESSES: 


Ihe National Noise Abatement Coun 
cil, New York City, has honored Dr. 
Aram Glorig for providing notable 
service to industry by preparing the 
“Guide for Conservation of Hearing in 
Noise.” Glorig is director of the research 
center subcommittee on noise in indus 
trv, American Academy of Ophthalmology 
& Otolaryngology, Los Angeles 


Over 7,500,000 man-hours without a 
lost-time accident have been recorded 
by a 400-man construction crew at the 
Chamber Works, Du Pont Co., Wilming 
ton, Del. The mark contrasts with the 
industry frequency average of 19. 


More than 400,000 driving miles with 
out an accident have been chalked up by 
13 General Petroleum Corp. (Los An 
geles) drivers over a 24-year period. 
Employees contributing to this record 
were honored recently at a company 


dinner 
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SLASH GLOVE COSTS 





Customer: major metalworking plant 
Operation: fabricating large sheet 
metal parts. This is just one of scores 
of case histories on how the Jomac 
Cost-Reduction Plan has made big 
savings. Proof that this plan can 
work for you ts yours for the asking 
Write for ““Evidence” booklet shown 


opposite. 


JOMAC 


INDUSTRIAL GLOVES 


Plants in Philadelphia, Pa., and Warsaw, Ind. 
In Canada: Safety Supply Company, Toronto 
In Europe: North-Jomac Ltd., London, W1 








JOMAC INC., Dept. C 
Philadelphia 38, Pa 


Send me a copy of your “Evidence” booklet 


Have your representative call 


Company 
Address 
City State 
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a“? 


albestos’ ciotn 


gives you 


LONGER WEAR, REDUCED WORKER FATIGUE 


Tested on the Wyzenbeck Wear 
Silvabestos showed 39 to 249 

resistance to frictional wear. Muffle furnace 
tests prove that R/M Silvabestos retains 27 
to 56°% more tensile strength than ordinary 


lester, 


greater 


asbestos fabrics after prolonged exposure 
to high temperatures. 


These results prove that you get longer wear 


from safety garments made of Silvabestos. 


Send for complete Wyzenbeck, muffle 





FACTORIES: Manheim, Pa.; 
is 


And Silvabestos cloths give you still another 
important advantage. Lightweight and flex- 
ible, they help your workers do their jobs 
efficiently, comfortably and with less fatigue. 
Thus you not only cut costs, but also im- 
prove production and worker morale. 

Note: Silvabestos should not be used in contact 
with open flame. It is not a substitute for mirror- 


bright aluminum finished asbestos cloth 


furnace, and Abradoflex test data 


Bridgeport, Conn.; Paramount, Calif.; No, Charleston, S.C.; Passaic, NJ. 


Peterborough, Ontario, Canada 


Raybestos-Manhattan does not make 
safety garments—only the cloth for 
fabricating them. Below is a partial 
list of manufacturers producing safety 
clothing from genuine R/M Silvabestos. 


Allied Glove Corporation 
321 East Chicago Ave. 
Milwaukee 2, Wis. 


Asbestos Products Company 
3865 West 150th St. 
Cieveland 11, Ohio 


Beatty Safety Equipment Co. 
5416 North 56th St 
Milwaukee 16, Wis 


Holcomb Safety Garment Co. 
128 North Jefferson St. 
Chicago 6, Il 


industrial Gloves Company 
700 Garfield St 


Danville, Ill 


V. E. Kennedy-ingalls Co. 
3735 North 35th St 
Milwaukee 16, Wis. 


Mid-West Glove Co., Inc. 
1744 North Damen Ave. 
Chicago 47, Ill 


Mine Safety Appliances Co. 
201 North Braddock Ave 
Pittsburgh 8, Pa 


Pulmosan Safety Equipment Corp. 
644 Pacific St 
Brooklyn 17, N.Y 


Pulmosan Safety Equipment Corp. 
1007 Washington Ave. 
St. Louis 1, Mo. 


Quaker Safety Products & Mfg. Co. 
Main & Juniper Sts 
Quakertown, Pa. 


Racine Glove Company, Inc. 
Rio, Wis. 


Safety Clothing & Equipment Co. 
1990 East 69th St. 
Cleveland 3, Ohio 


Sager Glove Corporation 
1672 North Claremont Ave 
Chicago 47, Ill 


Star Glove & Leather Co. 
2825 Whittier Bivd 
Los Angeles 23, Calif 


Twentieth Century Glove Corp. 
Atlanta, Tex 


RAYBESTOS-MANHATTAN, 


ASBESTOS TEXTILE DIVISION, MANHEIM, PA. 


Neenah, Wis.; Crawfordsville, Ind.; 


RAYBESTOS-MANHATTAN, INC., Asbestos Textiles « Laundry Pads and Covers ¢ Mechanical Packings « Brake Linings « Brake Blocks « Clutch Facings « Rubber Covered Equipment 
Industrial Rubber « Engineered Plastics e Sintered Metal Products « Industrial Adhesives « Abrasive and Diamond Wheels « Bowling Balls 
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“IT still have all my toes, 
thanks to Thom McAn Safety Shoes,” 
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says RUSSELL RUFENER, machine 


builder at Ohio Boxboard Co., Rittman, Ohio. 


| sg RUFENER tells in his own words how 


*Thom McAn Safety Shoes saved him from 


a serious foot injury: 


“On December 2, 1957, the pipe fitting on 


a small metal-based pump unit I was carrying, 
came loose and dropped on my foot. The entire 
assembly fell about 4'2 feet. It weighed a little 
over forty pounds. The edge of the base cut 
a 2-inch gash in the left toecap of my Thom 
McAn Safety Shoe. 


“If I hadn’t been wearing Thom McAn 


Safety Shoes, I almost certainly would have 
lost one or more of my toes. As it was, I only 
received a slight bruise. 


“T have been wearing Thom McAn Safety 


Shoes for nearly 20 years. This is the first time 
that they have saved me from a serious injury, 
but this makes them worth while in my book. I 
would never be without them.” 


Make sure your employees are getting maxi- 
mum on-the-job protection. For information 
on Thom McAn Safety Shoes or any of Thom 
McAn’s services, check and mail coupon below. 


©1958 Melville Shoe Corporation 


Thom McAn 


SAFETY SHOES 


A Division of Melville Shoe Corporation 


Thom McAn Safety Shoe Division, 25 W. 43 St., N. Y. 36 
Gentlemen: Please send me the following at once: 5 
(Check services required 
[} Address of nearest Thom McAn Safety Shoe Store 
Details of Thom McAn’s Special In-Plant Fitting Plan 
_, Fully illustrated list of Thom McAn Safety Shoes 
Promotion material, safety posters, etc. 
|_| Details of Thom McAn’s “Special Design’ Safety Shoe 


service 
Name Position 
Name of Company 


Address 
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WHY RISK A TRAFFIC 
ACCIDENT IN YOUR PLANT? 


me 






, 


KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind 
corner problem in your plant or warehouse. They are also adaptable for outdoor 
use in your parking lot, loading dock area or other points where traffic converges. 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic to 
both power truck operators and pedes- 





Style No. Dimensions - 
Circular Convex Glass 120 12” dia trians. 
Circular Convex Glass 180 18” dia 
Circular Convex Glass 240 24” dia 
Circular Convex Glass 300M.R.* 30” dia Available in either convex or flat 


Circular Convex Glass 360M.R.* 36” dia 
Flat Glass Rectanaular 918 9x18” 


glass styles, the mirrors are easily in- 
Flat Glass Rectanaular 16”"x24” 


stalled and quickly adjustable to any 
desired angle. 


LESTER L. BROSSARD Co. 


540 N. MICHIGAN AVE., CHICAGO 11, ILL. 








*M.R., indicates metal rim. 






Write tor 
Bulletin. 








MODEL #522 


Exclusive : 
Wedgelock Lens 


All new TUC-CUP 


‘Lens slides easily into frame and 
locks in position, but can be easily 
removed or replaced by the wearer. 


TUC-CUP is the only spectacle-type 
safety goggle with cup-type lenses 
which fit over all prescription glasses 
and provide complete all-around pro- 
tection. 


shatterproof Wedgelock Lenses are 
specially designed with full cup green 
tint side shields. They provide com- 
plete side and under eyes protection. 


For details, see your authorized EYE 
SAVERS supplier or write direct. 


WATCHEMOKET OPTICAL CO., INC. 


232 West Exchange Street 
Providence 3, R. I. 


Integral contoured visor provides 
over-eyes protection. One-piece, 


Made by the Leaders in Plastics 





Quality Eye Protective Equipment 





; : ‘ a ET WATCHEMOKET ~ Spe 
ee > / — \ ‘aie a , BY 
ee —, (TS >A é 
¥ » “ y a . M | 
\ { SV “Ty, j 
| — — | 
bg SPLIT-2O8NT Tuc-Awar METHASPEC tow cost VINYL FRAME MOLDED MOLDED WEAVY DUTY 
| SPLASTIC FRAMES SNAP-OUT LENS EYE SHIELD ONE PIECE SAVE 34 . curveo souart race sumid | 
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Dick H. Rollins, employee of S. D 
Warren Co., Cumberland Mills, Me.. was 


assigned to a company project in Bing 
ham. As Rollins was limbing out a tree 
a 100-lb. forked limb fell from 20’ above 


him. The limb struck his hard hat; Rol 


lins was not badly injured 
At the Basie Refractories, Ine White 
Rock plant. Clay Center, Ohio, Galen 


Purney was bricking a kiln. Suddenly 


i 20-lIb. brick fell 4’. struck him on the 


head Although he was stunned momen 
tari he was not seriously hurt, thanks 
to | hard ha 

Milton Harliss was at work in the 


Nitrogen Div., A. C. & Dvye 


Corp., [ror 


ton. Ohio. Some 40' above him, a fellow 
npl 4< moving a drill bit fror 
1 il otor The maintenance man 
lropped e 1-lb. bit: it hit Harliss 
safety hat The sharp instrument could 
have killed him: but because he was 
wearing the hel t. he was spared 

re nyury 

On a construction job in Carlsbad, N 


M.. Donald Aldrich, Stearns-Roger Mfg 


Co was struck by 1 metal hand rail 
which had fallen 60’ Aldrich escaped 
serious injury only because he was weal 
ing a hard hat 

Nil Rousseau, Great Northern Pa 
per Co., Sheridan, Me., was felling a 
spruce tree As it fell, it struck another 
tree. tearing off two 20-lb. limbs The 
limbs fell 15’, hit Rousseau’s hard hat; 
he was able to walk away 

Vincent A. MacKinnon, Nova Scotia 
Light & Power Co., Ltd.. was working i 
the steam generating plant in Halifax 
From 70’ above. an 8'-lb piece ol lum 
ber fell through the boiler opening and 


<truck MacKinnon a glancing 
the back of his hard hat He was not 


seriously 


blow on 


impure d. 


M. D. Eisenhauer, Kansas Power & 


Light Co.. had drawn storm duty. He 
was about to climb a transformer pol 
when a portion of a 50-amp porcelain 
cutout fell from 28’ above, striking his 
hard hat. Eisenhauer was unhurt 


Wilbur Cassady, Monongahela Powe 
East Palestine, W 


switch in a 33-kv 


Co., was at work in 
Va., installing an air 
line Above him, hot line wire cutters 


dislodged The 12-Ib cutters fell 


33’, hit his hard hat. He was not injured 


were 
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Do your employees 
shy away from taking 
salt tablets? 





Switch to Morton Yellow Salt Tablets 
for fast relief without feeling ill! 


| like Morton Yellow Impregnated 
on-sickening salt tablets, made by 
nat uniformly coats the indi- 
control the dissolving rate of the 
solving rate means that essential 
; jh perspiration begins to be replaced, 
immediately but at a gradual, non-nauseating rate. 
When there's danger of Heat Fatigue, workers feel better, 
otter and more safely, when they take Morton Yellow 
Impregnated Salt Tablets. Remember, they do not cause 
tomach upset. 





=n 


wWOr k be 





Complies with Federal Specifications SS-S 31f for Type 
111, Class C Impregnated Salt Tablets. U.S. Patent No. 
2,665,236. Patented 1954 (Canada) No. 501,316. 

Morton Yellow Impregnated Salt Tablets come in a 
handy Disposable Dispenser. A plastic dispenser and a 
golden heavy duty aluminum dispenser a/so are available, 
as are plain salt tablets. 
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& eee | Mail coupon today for more information! 
Name _ — - 
Title 
Company 


a 
Adares —s 


City _Zone__ State 





MORTON SALT 


INDUSTRIAL DIVISION 


COMPANY 


Dept. OH-6-58, 120 So. LaSalle Street, 
Chicago 3, Illinois 








card for more information 
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SAFETYMAN’S CALE Sale 











ASME Materials Handling Confer 
ence, Publik Auditorium, Clevelar 


WELDING GOGGLES SPECIALTY GOGGLES SPECTACLES Ohio. June 9-12. Some 6,000 pieces « 


equipment will be exhibited by 200 co 


FOR PROTECTION | ‘iiss. ip 








VISTA-VIEW GOGGLES 














terials handling, and design and develoy 
‘ ment of special equipment are the main 
and engineered comfort... topics for discussion. Information: Bat 
ner & Greif. 369 Lexington Ave New 
York 22 N \ 

/EYEGARD Sth Annual Materials Handling Ex- 

HELMETS = ye position, Public Auditoriu Cleve 
) ind, Ohio. June 9-12 Runs concurrent 

IMPERIAI ivy witl thie \SMI Materials Handlir 

4 - Conterence Informatior Clapp & Po 


COVER GOGGLES 5 In 541 Madison Ave New York 








The finest cover goggles on the market — yet priced 13th Annual Connecticut Safety 
to save you money. More vision — 22% larger than Conference. Stratfield Hotel, Bridg: 
ordinary goggles. Uses standard 50mm. lenses. port, Conn.. June 11-12. Information 
FOEE SRS Featherweight . . . contour formed to fit snugly yet r V. Short, publicity director, 15 K 
- comfortably for long periods without fatigue. Com- Se Wattle. tas 


pare them —and you'll see why Eyegard Imperials 


are your best buy! ' \ ; : 
AA] Write for Catalog of Complete Line. 86th Annual Meeting, Manufactur- 


ing Chemists’ Assoc. Greenbrier Ho 
e 


tel, White Sulphur Springs, W. Va 
AMERICAN INDUSTRIAL SAFETY EQUIPMENT COMPANY lune 12-14. Information: Manufacturis 
3507 LAKESIDE AVENUE CLEVELAND 14, OHIO ieediet! ‘tiie ke) ee Mo ie 
LENSES & PLATES Division of The Burdett Oxygen Company, Cleveland, Ohio Waeshineton 6. D, ¢ 








Industrial Safety Courses. Col! 


College, Waterville, Me., June 23-27. Fea 

tures both basic and advance 

Cut Insurance . industrial 77 | $75 fee 
charges, inciuding ving «quarters ind 
costs with eee meals Information: William A. Macon 
ber, Div. of Adult Education & Extensior 


Colby College, Waterville, Me 


JUNKIN 
Safety Guards 


Invest in safety—accidents cost money! 


2nd International Conference on 
Occupational Medicine & Toxicology. 
Columbus Hotel, Miami. Fla.. Aug. 18 


: . : . 22 Proceedings will be conducted 
Junkin Safety Guards for primary oe ' 

: ed tirely in Spanish. Conferences will cover 
and secondary punch press operations 

Se ; e radiation hazards, industrial toxicole 

afford maximum protection, increase 

. . tropical medicine, air pollution, and o« 
press production and lower insurance 


cupational disease and accidents in in 


rates. Swinging Die Closure is con- 
structed to be adaptable to a variety 
of primary operations. 


dustry and agriculture Co-sponsored by 
medical schools of University of Mian 

and University of Havana. Informatior 

Dr. William B. Deichmann, University « 

Miami School of Medicine, Coral Gables, 
Fla. 


3lst Annual Maine State Safety 
Conference. Samoset Hotel, Rockland, 
Me., Sept 18-19. Information: Arthur 
F. Minchin, secretary, Dept. of Labor & 
Industry, State House Augusta Me 


SWINGING DIE 
CLOSURE 








INTERLOCKING y 3 
Write for Free Catalog ven ¢ NEXT MONTH... 


“THE KEY TO PROTECTION” — OCCUPATIONAL HAZARDS 


will carry special features on two 


: | encuncerep vital safety problems: 
; SAFETY APPLIANCES = mL a Dust and fume control. 
| 3121 Millers Lane, Louisville 16, Ky. sleet cesane 
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to simplify your industrial hearing test program... 
check employee hearing faster, more accurately 


with the 


Beltone 


PORTABLE AUDIOMETER 





“HAIN 


Model 9-A, $295. The most widely used audiometer for indus- 
trial hearing conservation programs. Model 9-A is equipped 
with individually equalized double air receivers, instruction 
manual, pad of audiogram cards, plastic dust cover. 





Hearing Conservation Programs play 1. Accuracy—exclusive one tube electronic circuit and 
an increasingly vital role in industrial safety single induction coil assure greater accuracy through 
plans. To insure against future excessive trouble free circuits. 
compensation claims, pre-employment : : 
hearing tests by scientific audiometric 2. Ease of Operation —large easy-to-read dials allow oper- 
methods are a necessity. tor to prepare audiograms quickly, simply, with mini- 
Experts agree that the Beltone Portable mum amount of effort. 
Audiometer gives industry outstanding : } 
advantages for testing. Leading companies 3. Weight—only 11 pounds—far less than most previous 
have turned to the Beltone Portable audiometers. 
Audiometer because it gives them these ; a 
unsurpassed features: 4. Low Cost—no other audiometer costs so surprisingly 
little to buy, service, and maintain. 





Mail coupon today for fully illustrated FREE 
brochure, entirely without obligation. Dis- 





Model 10-A, identical to cover how the portable Beltone Audiometer Send for 

Model 9-A, except that it is : d A f ete FREE brochure 
equipped with calibrated 9'Ves You new advantages for easy, accu 

masking tone and bone con- rate measurement of hearing. that reveals 
duction receiver. Model 10-A, all the facts 


$350. 


Bellone 


SHSSSSSSESHHHSSSHSESESHESEHHCETES SSCS ESESE 


Audiometer Division 
Beltone Hearing Aid Co., Dept. 9-156 
2900 West 36th St., Chicago 32, lilinois 





Rush me, free of charge, full information on the Beltone Portable 

















Seeeeeereeeeeeeeeeeeeeeeeeeeee 


Audiometer. 
Name___ 
AUDIOMETERS Aine 
made by the Beltone Hearing Aid Company 
WORLD’S LARGEST EXCLUSIVE MANUFACTURERS OF City es Oe eee 
AUDIOMETERS AND TRANSISTOR HEARING AIDS veut 
2900 West 36th Street, Chicago 32, Illinois sition —____ sana 
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Circle No. 27 on reader service card for more information 


OCCUPATIONAL HAZARDS @ JUNE 1958 


rn 
ad 














For the man who won't invest in a pair of safety shoes just for Summer: full protection 


that even the most exacting Safety Engineer will approve; sporty-looking light tan that 
goes with slacks and leisure clothes; new lighter-weight soles in springy, cushioning 
Neoprene Crepe that won’t spread or pick up chips — resists oil, grease, caustics. Order 
a sample pair for display. It’s a year-round best seller. 


LEHIGH SAFETY SHOE CO., EMMAUS, PA. 


Circle No. 28 on reader service card for more information 
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FIRE PROTECTION IN INDUSTRY 








To keep this from happening to your plant— 


to save your company insurance dollars— 


get the answer to this question: 


What Is My Town's Fire Classification ? 


How’s your plant fire protection 
Maybe you have 
a well-trained fire brigade. some 
up-to-date 


program doing? 


equipment, and _fire- 
think 
vour plant is pretty well protected. 

But— unless 


conscious employees. You 


voure fully — pro- 
tected by automatic sprinkler equip 
ment—your plant is no safer than 
the facilities of the community make 
it. That’s the way insurance com- 
panies figure, and they're usually 
right; they can’t afford to be other- 
wise. 

Your town’s fire protection rating 
is no secret. Field men from the 
National Board of Fire Under- 
writers and the local rating bureau 
have spent considerable time grad- 
ing the community’s fire defenses. 
They’ve assigned it a class number 
which tells its fire protection po 
tential and which is used in setting 
insurance rates, 
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the kind 
who takes pride in doing the “ex- 
tras —-will want to take a look at 


his town classification. It’s particu- 


The creative safety man 


larly important when a plant is 
moving to a new community. As 
pointed out in another OCCUPATION- 
AL HAZARDs article this month (see 
“What About Plants in City Sub 
urbs?”), plant officials rarely think 
about fire protec tion when selecting 
factory sites. Chances are. if they've 
picked a small community, they've 
selected one with a poor fre rating. 


Low ratings costly . 


Cities are classified from 1] to 10 
on a merit rating system. based on 
points of deficiency. Rate levels are 
lowest where municipal protection 
is best, 

Most large towns have pretty good 


ratings: the smaller towns are in 


lower classes generally, meaning 
added insurance costs for their home 
owners and businesses. Almost 86‘; 
of cities of over 25.000 are in 
Classes 2. 3. 4 or 5. Only 44% of 
cities of 10.000 to 25.000 are rated 
this well, 

In some counties, classifications 
range all the way from 2 to LO. It 
means that a plant on one side of 
the street in Suburb A may be pay- 
ing far more premium, with far 
less protection, than its neighbor 
across the street in Suburb B. 

In B’s case, the local fire depart- 
ment probably will answer a fire 
call promptly and with sufficient 
manpower and equipment to put 
out the blaze. The other plant, if 
trouble occurs, may well find itself 
among the 33% that never recover 
from a major fire. This is over 
simplification, and many other fa 


continued on next page 
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Here’s How the Fire Defenses 


Of 40 Cities Rate 


A city’s fire defenses are rated from 1 to 10 on a merit system used by the 
National Board of Fire Underwriters. A Class 1 city (there is none pres- 
ently) has excellent fire protection facilities: a Class 10 city is practically 


without protection. Under the system, cities are charged up to 5.000 points 


for deficiencies in over-all fire protection, up to 1,500 points for fire depart- 


ment deficiencies alone. 
In figuring town classifications. up to 500 points is Class 


& up to 1.000 


points is Class 2, and so on. For fire department classifications alone, up to 


150 is Class 1, up to 300 is Class 2, and so on. 


The following list. showing representative large cities. is from the 1958 


Municipal Yearbook, to be published later this month by the International 


City Managers’ Association. 


Total 
City Classification Pts. of Deficiency 
Akron, Ohio 5 1.438 
Atlanta, Ga. } 1,489 
Baltimore, Md 2 99} 
Birmingham, Ala. 3 1.458 
Boston, Mass. 2 , 
Buffalo, N. Y. ; 1.061 
Chicago, Ill. 3 1,189 
Cincinnati, Ohio 2 868 
Cleveland, Ohio | 1.521 
Columbus, Ohio | 1.691 
Dallas, Tex. 3 1,450 
Denver, Colo. 3 1,146 
Detroit, Mich. 2 637 
Ft. Worth, Tex. | 1.857 
Houston, Tex. } 1.595 
Indianapolis, Ind. 2 925 
Jersey City, N. J. 3 1,175 
Kansas City, Mo. ; 1.435 
Los Angeles, Calif } 1.194 
Long Beach, Calif ; 1.474 
Louisville, Ky. } 1.332 
Memphis, Tenn. 2 968 
Milwaukee, Wis. 2 825 
Minneapolis, Minn 3 1.39] 
Newark, N. J. 2 895 
New Orleans, La. > 1.414 
Oakland, Calif. ; 1.241 
Omaha, Neb. } 1.425 
Philadelphia, Pa. | 1.875 
Pittsburgh, Pa. ] 1.79] 
Portland, Ore ) 03] 
Rochester, N.Y. 1.056 
St. Louis, Mo ; 1.104 
St. Paul, Minn 3 1,353 
San Antonio, Tex | 1.718 
San Diego, Calif ; 1.380 
San Francisco, Calif 9 Ol 
Seattle, Wash 2 99% 
Toledo, Ohio , 1.32 
Washington, D. ¢ ) By 


* Figures not availabk 
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Fire Dept. 
Pts. of Deficiency 


For 
087 


160 


220 
000 


116 


284 
289 
166 
1] 
387 
388 
306 
108 
638 
585 
236 
519 
281 
138 


394 
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CLASSIFICATION 
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tors must be taken into account. 
But the fact remains that when your 
classification drops to the 7, 8. and 
particularly 9 and 10 brackets, your 
defenses are down. 

Additionally. everyone in the un 
protected town is paying a good 
deal more for insurance. Take the 
case of a metal-working plant in- 
suring its building to $100,000 and 
its contents to $100,000. Many 
things, such as building construc- 
tion, contents, and exposure, ma- 
terially affect the insurance cost. 
But on the basis of town classifica- 
tion alone, the plant might be paving 
up to $250 more annually in a Class 
7 town than it would in one rated 
Class 5. Similarly. each business is 
paying more for its fire insurance. 


as is each home owner. 


What industry cando .. . 


fown reports, including recom 
mendations for improving facilities. 
are published by the National Board 
of Fire Underwriters for cities of 
over 25.000 population, and by 
many rating bureaus for the smallet 
towns. Sometimes the reports are 
used as springboards for improve- 
ment: many times, however. they 
only find their way into convenient 
file cabinets. 

That’s where the industrialist fits 
in. Particularly in a small town, the 
plant is important to the community. 
both from a tax and job standpoint. 
There’s no need for the plant to 
throw its weight around in order to 
improve local fire protection: the 
plant safety man can get together 
with other plant executives, com- 
munity fire authorities, and civis 
officials to do something about the 
town’s facilities, 

First thing to look at is the town 
report. You can get it from the 


city or the chamber of commerce, ot 


through an insurance company. In 
spectors have carefully analyzed 
eight factors: 
1. Water system and supply. 
2. Fire department equipment 
and personnel. 
3. Fire alarm system. 


continued on page 2 
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NEW CESCO 


Safety Glasses 
with Side Shields 


All-Plastic 


You asked for them! Now here they are!... 
New All-Plastic Safety Glasses with Side Shields. 
Designed and engineered to utilize the most 
modern materials available, frames and side 
shields of these new CESCO safety glasses are 
made of rugged translucent plastic. Lightweight 
and comfortable to wear, they are ideally suited 
to meet a wide range of uses where total-enclo- 


answers still another of your 
Safety Equipment needs! 





sure protection is a ‘‘must.”’ Plastic side shields 
are securely fastened to frames. Perforations in 
shields give proper eye ventilation, and at the 
same time, eliminate bothersome lens ‘‘cloud- 
ing.’’ Available in flesh tone plastic to win wide 
worker acceptance. 





Here are other features of these outstanding new CESCO Safety Glasses: 


® Your choice of two sizes: No. 386 (46 x 39mm), No. 387 (48 x 41mm) 
® Popular F7 shape Lens is removable for easy ‘‘on-the-spot” repair 
® Broad-bearing Nosepads give comfortable distribution of glass weight 


ORDER BOTH WAYS... 


e If you desire, these new CESCO 
All-Plastic Safety Glasses can be 
ordered without side shields. They 
offer the same outstanding features 
as the glasses described above. 
Three sizes: No. 375F (44x 37mm), 
No. 376F (46 x 39mm), No. 377F 
(48 x 41mm) 


ASK your distributor to 
show you his complete line 
of CESCO head andeye pro- 
tective equipment. There's 
a CESCOdistributorlocated 
in most major cities coast- 
to-coast. 





=, 
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McDONALD PRODUCTS | 
with comfort in mind! 


the 


MeDonald Rialto 
Safety Ladder 
Shoe 


makes any ladder 


DOUBLY 
SAFE ! 








10 suction cups firmly grip smooth, 
wet and slippery surfaces 








Specially designed 
steel toe digs into 
snow, ice, gravel 













The McDonald Rialto Safety Lad 
der Shoe installs rigidly and per- 
manently on any ladder with three 
connecting bolts—not merely 
screws. The greater leve! contact 
surface and suction cup foot 
make the ladder doubly difficult 
to tip — permit safe operation on 
surfaces normally inadequate for 
ladders 






Approved by Underwriters’ Laboratories 


Send coupon for information and prices 


5721 WEST 96th ST., LOS ANGELES 45, CALIF 
3745 Greenbrier Drive, Houston, Texas 


B-F-M°Donald Co. 


Manufacturers & Distributors of 


) 
Industrial \G/277, Equipment 


Please send information and prices on 
| RIALTO SAFETY LADDER SHOE | 
| NAME | 
| FIRM | 
| ADDRESS | 
| CITY STATE | 
a a ee = 
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1. Police protection, 

5. Building laws. 

6. Fire prevention codes. inspec- 
tions, enforcement. and cam- 
paigns. 

7. Structural conditions. 

8. Climatic conditions. 

Most important items, of course. 
are water supply and fire depart 
ment. Inspectors study size and 
arrangement of mains. They check 
the reliability of the system, includ- 
ing spacing, type, and condition of 
hydrants and valves. Flow tests 
reveal the exact condition of the 
water system. 

In studying the fire department. 
inspectors are interested in (1) the 
type and condition of equipment. 


(2) fire station locations. (3) age 
and strength of manpower, (4) 


training and discipline of _ fire- 
fighters. In some ratings a separate 
charge is made for the divergence 
between items. For example. a 
good water system is practically 
useless in the hands of an inefficient 
fire department: so an added penalty 
is imposed. A good fire department 
with insufficient water supply also 
sets downgraded. 

Often. inexpensive minor correc- 
tions will earn a community a better 
rating. If large capital investments 
are needed, frequently the insurance 
premium savings will more than 
offset the costs of the improvements. 
And. of course. your chances of 
being wiped out by fire are 
appreciably reduced. 


What youcando .. . 


William G. Schultz, chief enginee: 
for Lumbermens Mutual Insurance 
Company in Mansfield, Ohio, and 
president of the Society of Fire 
Protection Engineers, makes these 
recommendations to plant officials: 

1. Call in a member of the rating 
authority and discuss improvements 
that will bring a change in class. 
He has copies of standard building 
and fire prevention codes. 

2. Study the town report. In- 
vestigate the deficiencies and dis- 
cuss the recommendations with de- 
partments concerned, 

3. Enlist the support of all 
manufacturers, merchants, schools. 


churches, and home owners. Show 
each group the benefits of better 
fire protection and lower insurance 
costs. 

1. Agree on changes that should 
be made, their cost. and their effect 
on town. classification. 

5. When you take the proposals 
to your city council. have a com- 
plete presentation. If possible. have 
a member of the rating authority 
appear with you. 

6. Publicize the proposals, Show 
home owners how they will save 


insurance dollars. how they will 





“This oughta be good. That's a loaded 
cigar | gave him.” 


benefit from greater safety. Show 
how the improvements will help 
lure new industry to the town. Sell 
civic pride and progress. 

\fter the improvements have been 
made. Schultz suggests. do this: 

1. Have the municipal officers ad- 
vise the rating bureau of the 
changes. 

2. Publicize the re-rating and 
urge all merchants and factories, 
schools and churches, to make a 
real effort to eliminate hazards of 
heating systems, wiring, sloppy 
housekeeping, and other major 
causes of fire. 

3. Get a COPY of the new town 
report and start planning for future 
improvements. 

Under the merit system, every 
industrialist and every community 
make their own insurance rates. If 
you introduce a hazard, a charge is 
applied; if hazards are removed or 
corrected, a credit is applied. Fire 
defense is reflected in the insurance 
rate. You can make it as good or 
as bad as you like. @ @ 


lFactual material tor this story came from 
sources mentioned in the article itself 
and from the Ohio Inspection Bureau. 
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Here's the 


Latest Word About 


Industrial Health Programs 


UNO Body Studies 
Chemical Industry Safety 


Ar THE fifth session of the chemi 
cal industries committee, Interna 
tional Othice 
agency of the United Nations). held 


Labor (whi h is 
in Geneva. Switzerland. during lat 


February. special attention was 
given safety and health problems. 
The committee resolved that: 

1. Chemical industry buildings 
should be designed with the health 
of workers as a prime considera 
tion, 

2. Chemists. engineers. and oc- 
cupational health specialists should 
confer to make sure that building 
design fulfills the ideal just men- 
tioned. 

3. Chemists, engineers. and tech- 
nicians in the chemical industry 
should be especially trained in safety 
and health as a part of their basic 
education. 

L. Harmful substances should be 
possible, with 
those that are less harmful or that 


replaced, whenever 


aren t harmful at all. 

5. More attention should be given 
occupational health in medical 
schools. 

6. Everyone in the chemical in- 
dustry, from managers to janitors, 


should be taught about the threats 


to health that exist in the plants 
where they work. 
The U. S. is a member of the 


ILO 


What's Doing in 
Industrial Medicine 

Medi al Assi Cle 
tion's Council on Industrial Healt 
has called for 


actions: 


THE \merican 


™ 
three nediate 
l. The council’s committee 
industrial health defense is to work 
with the AMA committee 


defense to develop 


on civil 
a plan to im- 
against disease. 


a ere oe 


especially during emergencies. 

2. The council's trustees are asked 
to appoint a committee to prepare a 
cuide for construction project med- 
ical programs. This guide will. if it 
is arranged, consider the special 
needs of construction projet ts that 
may run beyond those already 
covered in the council's “Scope. 
Objectives. and Functions of Occu- 
pational Health Programs.” 

3. Because of the huge cost 
involved, the council's committes 
on health education in industry re- 


ported, the problem of teaching 


OCCUPATIONAL HAZARDS @ JUNE 1958 


industrial workers about health is 
too great for the AMA to tackle. 
[The committee recommended that 
organized medicine cooperate with 
government, insurance companies. 
ind other existing agencies in an 


industrial health education progran 


Are There Foot 
Troubles in Your Plant? 


\ sURVEY taken by the National 
Association of 
shown that among 78.000 industrial 
1.203 companies il 
least 200.000 man-hours are lost 


( hiropodists has 
workers in 


monthly because of foot trouble 
not foot injuries. just ordinary foot 
trouble. 

More than 10% had foot dis- 
orders that cost them from two to 
seven days work a month. 

More than 12.000 had foot dis- 
orders that cost them one day’s 
work a month. 

More than 20° had foot dis- 
orders that cut their working 
efliciency and sometimes took their 
minds off their jobs. even though 
they lost no time. 

Inevitably, the Ohio Foot Health 
Council tells plant safety directors 
that these foot conditions lead to 
accidents, and that plants would do 
well to add foot care to its list of 
medic al services for workers. 


New Courses for 
Industrial Hygienists 


ONE-YEAR and three-year courses in 
industrial hygiene (including such 
subjects as air pollution. handling 
industrial wastes. industrial toxi- 
cology. and sanitation) are being 
offered graduates of approved en- 
gineering or science schools by the 
Institute of Industrial Health, Uni- 
versity of Cincinnati. 

The three-year course leads to ihe 
degree of Doctor of Science: the 
one-year course produces, on gradu- 
ation. a Master of Science. 

Inquiries should go to the secre- 
tary. Institute of Industrial Health. 
College of Medicine, Eden & 
Bethesda Avenues, Cincinnati 19. 
Ohio. ¢ @ 
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FIRE PROTECTION IN INDUSTRY 





What About Plants 





1/ What Plant Firemen Say 


To FIND ouT how fire protection 
men cope with the problems raised 
by industry's post-war move to th 
suburbs, OCCUPATIONAL HAZARDS 
editors 
thirty plant and community fire 
officials. 


interviewed more — than 


The interviews. conducted early 
this spring, covered a typical Mid- 
western urban area. Some suburbs 
there have grown more than 500% 
in ten years. Others have new fac- 
tories that employ twice as many 
people as live in the towns. All are 
within ten miles of a big city. 


No advance check: One basi: 
fact we learned: companies usually 
don't find out what community 
fire-fighting resources there are be- 
fore they buy land for new plants 

In spite of the high investment 
represented by a modern factory 
top managements seem to put fir 
protection far behind these other 
factors when they're thinking of 
going to the suburbs: 

> What are land and construc- 
tion costs? 


> What's the tax rate. and will 


Wide World photo 
MORE THAN 85 pieces of fire ap- 
paratus fought this big-city grain 
elevator fire. What suburb could 
have mustered anything comparable? 


any tax concessions be made by the 
community ? 

Pe Is land available for further 
expansion / 

Pm Is transportation good? 

> Is there plenty ot water tor 


produc tion pro ess sf 


> Will the community be glad 
to have the plant? 

One plant fire chief told us: 

“IT wasn’t called into this thin 
until after the site had been s 
lected, Then I was assigned to sur 
vey the town in which we would 


locate and the eight surrounding 
towns and villages that border it 

“We concentrated on the ty pe 
and age of their fire trucks. th 
kind of hose thread they had. and 
the number of men in the depart 
We found out there wasn’ 
a full-time fire department in the 
area. 


ments. 


“As you can imagine, we weren ! 
but we 
didn't tip our hand. You have to 
get along with these people. They 


too pleased with that news: 


resent it if a big corporation move 
in and begins throwing its weigh! 
around. You just have to make mild 
suggestions when the opportunity 
itself, and hope _ that 
eventually they'll come around. In 


pleased 


presents 


fact, officially. were very 
with this town’s volunteer fire de- 


continued on page 32 
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in Gity Suburbs ? 


2/ What Public Firemen Say 


YOU HEAR a lot about “mutual aid” 
when you talk to suburban fire 
chiefs. When king-sized fires occu: 
in smaller towns, mutual aid usu- 
ally spells the difference between 
success and failure in controlling 
them. 


What it is: [In theory. mutual 
aid is simple. A suburb arranges 
with communities bordering it to 
provide men and fire-fighting equip- 
ment when they're needed. without 
cost. The arrangement works both 
wavs: if the suburb needs help, it 
vets help: if another town needs 
help, the suburb sends it. 

In practice, mutual aid may not 
he so simple. Here’s a case in point: 

Johnsville (that isn’t its name) 
sat on the edge of a city. Six smaller 
suburbs sat on the edge of Johns- 
ville. Johnsville had mutual aid 
agreements with two of these six 
suburbs. The Johnsville fire chief 
told us that arranging the agree- 
ments hadn't been easy. Although 
all three suburbs basically agreed. 
the town councils frittered away 
two years with discussions, study 
committees, and red-tape. 

The delay. the chief said. was 
due to rivalry. The four 
other suburbs that touched Johns- 
ville felt strongly that it often had 
taken advantage of its greaier size 


largely 


to exploit them: so they refused t 


eo into the mutual aid set-up at all 


The chief commented. “We car 


do without forever. They 


have nothing to offer us. All foun 


have volunteer fire 


them 


departments. 
Still, for their sake, I'd feel better 
about it if we could reach a mutua 
sid agreement. As things stand 
now, they just couldn't handl 

major fire: and without a signed 
agreement. I'm not authorized t 
send my men inside their bounda- 
ries. If they're 


covered by 


hurt. my men arent 
compensation benefits 
outside Johnsville. unless there’s 


written agreement in effect.” 


City aid: The city Johnsvill 
borders doesn't make mutual aid 
igreements with its suburban neigh 


bors. Instead. it 


insists on con- 
tracts which permit suburbs to us¢ 
the city’s men and facilities when 
they re needed. at sper ified hourly 
rates. The city may use suburban 
men and facilities on the same 
basis. 

City officials think it’s far more 
likely that Johnsville will need 
their help than that the city fire 
department will need Johnsville’s 


help. 


In good shape? Johnsville has 


continued on page 84 
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EYE 
WASHING 
FOUNTAIN 


Leading industrial doctors advise immed} 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more. closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel! bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 






VALVE NE W 


Chain Operated We Ml AAAS 
arm SHOWER 


Self-Closing 


“Lorwes 
on Fine 


Water 





30 to 40 The B & A Shower is the 
G. P.M. quickest and most satisfac- 


tory way to saturate a work- 
er with gallons of water the 
fnstant an accident occurs, to prevent a dis 
burn—even a fatality 
Special shower head, no holes to clog—can 
be used where unfiltered water prevails 
Write For Details. 


anos Stivers 
Em 
IN eveg/** 


OISFIGURING 
FACIAL curs, 
ANO BURKMS 





SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 
Painful cuts, disfiguring 
burns, loss of eyesight, or even 
@ fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 


Ay shatter. 
5 GALLON Write For Details. 


BENSON & ASSOCIATES. INC. 


Dept. OH, P.O. Box 7542, Chicago 80, 11! 


Circle No, 31 on reader service card 
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PLANT FIREMEN 


continued from page 





partment: but unofficially, we cer- 
tainly wish it were full-time.” 


Double investment: One sub- 
urban plant employs over 1.500. 
Among them are 4 full-time fire- 
men, 25 plant protection men skilled 
in fire-fighting, and 200 trained fire 
brigade members. 

Two ground suction tanks on the 
plant site with a total capacity of 
790,000 gallons, and a 400,000- 
callon gravity tank. hold enough 
water for a fair-sized city. A small 
fire truck is on stand-by always 
Ladders inside the building run to 
the roof. Outside, other ladders 
have been installed at close inter- 
vals all the way around the factory. 
There are 17 hose boxes and hyv- 
drants. 

Sprinkler system cost alone cam: 
to about a_ half-million dollars 
That’s roughly twice what it would 
have been for a comparable big- 
city plant. (Several other suburban 
companies reported spending 25° 
to 100% more for sprinklers than 
they would have had to spend in 
the city.) 

The plant communication system 
hooks into the town police radio 
Since the police station is next door 
to the town fire house, the plant is 
sure of fast fire alarm transmission. 

Chiefly because of these extensive 
jacilities, the plant fire chief be- 
lieves that a major fire in his fac- 
tory is almost impossible unless a 
main breaks. 

“All things considered,” he said. 
“our fire protection is as strong as 
or stronger than that of an average 
big city plant, nothwithstanding our 
reliance on a volunteer department. 

“On a test run recently. those 
volunteers arrived here with three 
trucks and eighteen men in seven 
minutes. We're very impressed 
Within their limitations. largely 
financial, they do a terrific job. Our 
relation with them is cordial. We 
issue a standing invitation, not only 
to fire officials in the town. but to 
those in the surrounding area who 
conceivably could be called in on 
a mutual aid basis, to visit our plant 
any time, become acquainted with 
the layout, and discuss fire prob- 
lems peculiar to our operation.” 


Taxpayers’ bonanza: As inter- 
view results accumulated, we found 
this man’s view was shared by the 
majority of the industrial fire chiefs 
we contacted. 

The group he represented said 
essentially the same things: 

Suburban plants normally are 
modern buildings equipped with the 
latest fire protection devices. That 
tends to offset any defects in pub- 
lic fire departments. 

What’s more, you can increase 
vour advantage in a new suburban 
plant by thoroughly training your 
own fire brigade, giving it profes- 
sional leadership, and wooing the 
cooperation of public fire chiefs. 

One industrial fire chief pointed 
out that “an industrial outfit’ lo 
cating in a small community that 
has previously been exclusively 
residential is a real boon to the 
taxpayers. Why. in this town, in 
just three years since we broke 
sround, residents’ taxes have been 
cut in half, and our tax contribu- 
tion has made money available for 
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“We have emergency showers for that 
sort of accident, Feemster!” 


many civic improvements—a new 
police headquarters building and a 
fire truck, for instance. 

“We've been active in community 
afiairs, but we never tell the people 
how they should run the commu- 
nity. If we chose to. we'd only be 
inviting trouble.” 


Personal touch: Another sub- 
urban plant fire chief commented, 
“When we were in the city. we were 
in a critical fire area. We were 
cramped in an old wooden build- 
ing. Floors were oil-stained. We 
were forever having flash fires. The 
city department did a terrific job 
for us. Just the suggestion of a 
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fire, and five companies were down 
there in no time. 

“But believe me, it was a relief 
to get out of there. Since we've been 
at the new location, the cooperation 
of this suburban fire department 
has wonderful. [It’s a full- 
time department, with two trucks 
and twelve men.—Fditor.| You get 
to know the guys, and they get to 


been 


know you, your plant, and its prob- 
lems. I can’t help feeling that per- 
sonal touch is a great advantage 
and something you can only have 
in a small community.” 

Plant fire chiefs who share this 
take 


ten vears for community fire pro- 


outlook acknowledge it may 


tection facilities to grow into what 
they should but they do feel 
that eventually. largely because of 
contribution. 


be: 


industry's heavy tax 


services will catch up to needs. 


“Then,” one chief said, “we'll 


have the advantage of first-class 
modern fire-fighting facilities and 
adequate staffs both inside our 


plant and in the community. Mean- 
while. we have to work with what 
we have: but 
have enough to do the job. right in 


it's obvious that we 
our own factory.” 


Pessimism: A less 
viewpoint was held by a minority 
of plant fire chiefs. They held that, 
fire 


tion facilities and plant fire bri 


optimistic 


even though internal protec- 
gades are valuable. their combined 
strength can't neutralize community 
fire-fighting weakness. 
One company chief 
“Don't let tell 
brigade is worth anything after the 
first 
real fire. you're wholly dependent 


remarked. 


anvone you a fire 


five minutes. If you have a 

upon the public fire department.” 
This group pointed with consid- 

erable alarm to deficiencies in small 


Vi yst 


of these departments, the plant men 


suburban fire departments. 
contended, are poorly equipped to 
handle residential fires, let alone to 
handle big industrial fires. In one 
the 
didn’t even own a ladder that would 


case. suburban department 


reach the roof of a new factory. 
until six months after plant opera- 
tions began. 


Poverty-stricken: Too 
small suburbs, the pessimists said. 


many 


have grown too fast. They can’t keep 
up with regular municipal needs. 
They have water supply. school. road, 


and police protection problems in 
addition to fire protection difficul- 
Most of they 


have to taxes, 


ties. them, because 


rely on residential 
are in poor shape financially. 


] hese 


usually 


poverty-ridden suburbs 


are eager to have large 
plants settle in them because they 
need the taxes. However, when the 
industrial tax money does start roll- 
ing in, there are too many uses for 
it. Last on the list of tax benefici 
the j 
police and fire protection. 


A former 


plant fire chief, observed, “In just 


aries, pessimists told us, is 


city fireman, now a 


about every American community. 
the last thing the taxpayers sanction 
is a police or fire expenditure 
They Il build libraries, civic centers. 
and roads at the drop of a hat: but 


make a plea for additional police 





Driver training . . 


All employee s of Flick-Ree 
Corporation. Melrose Park, | 
ed thi ar 
( ig Driver Ir pre 
s | ructors set up a 
, i nt and cor 1 
7 rse th P 
i t ng took pla . 





or fire funds. and suddenly they're 


very economy-minded. 

“It takes a 
their outlook. For a few months f 
lowing a fire disaster, for example 
the skv’s the limit in order to 


but it wears 


tragedy to chang 


euard the community: 
off fast. 
taken.” 


usually before a vote is 


Slow build-up: The pessimists 
feel it takes two to four vears after 
a new suburban plant starts pro- 
duction for community fire-fighting 
up. then. 
there’s a lot to be desired. 


resources to catch Even 

One plant man said, “This means 
that for the first few 
wide open in case of a major fire. 


years we r¢ 
After that, we improve.” 

Most members of this pessimistic 
group think industry should insist 
on standards to be met by the com- 
munity within a limited period 
after a new suburban plant is built. 
If the matter is left to voters’ dis- 
cretion, a great deal of valuable 
and danger-packed—time is lost: in 
some cases, suburban fire protection 


always will remain inadequate. @ @ 
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0) a OL 
with Floor 
Polishes ? 





Simply this. If you're “from Missouri 
as the saying goes, you want facts, r 
idle chatter Here's LEGGE 


terials are the best possible buy f 


your floors 





Fact +1. One Lecce Safety P 
applic ation Stays on your fl 

longer. Ends the vicious cvcle 
stripping and reapp g week 
week 

Fact +2. Up 
3314% on One 
building lopped $19,000 

annual upkeep costs with Leca: 


Maintenance 


Fact +3. Reduces slip-falls by 





p 
to 9S Neither buffing r | 
traffic can decrease slip-resistance 
Fact +4. Helps cut insurance rates 


An improved Safety record often 
brings voluntary reductions on casu- 
alty insurance. 


If you're “from Missouri”, we'll show 
you what LEGGE Maintenance can do 
for your floors. Clip the coupon today 
for Free booklet. 


Walter G. LEGGE Company, Inc. 

















Dept.O-6, 101 Park Ave., 

New York #7, New York « One, 
Branch offices in principal LEGGE: 
cities. In Toronto — ae 

J. W. Turner Co. LEGGE SYSTEM 
PN SE TS: _.--| — 

; Walter G. LEGGE Company, Inc. i 
: 101 Park Avenue New York 17, N. Y, ; 
1 CO. K. Show me how LEGGE con 5 
! sove me money. ’ 
; (CD Send Free booklet on 0-6 : 
1 floor maintenance. 1 
1 ! 
G WN Sa ' 
: ne iogiasatondnatiecs : 
- Address____ ~~ : 
i . ‘ 
;. ws Zone__Stote____ sg 
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tator, and breathing equipment. He holds an 
American Red Cross advanced first aid certifi- 


ONE MAN on each Thermopane fire brigade 
(there’s a separate brigade for each shift) 


learns rescue work and use of first aid, resusci- cate. All the men have primary first aid training. 


FIRE PROTECTION FOR INDUSTRY 


First Plan—Then 











BACK OF THE highly successful fire 
brigade at the Libbey-Owens-Ford 
Thermopane plant, Rossford, Ohio, 
stands not only powerful manage- 
ment support, but many months of 
careful planning. 

Planning began in 1953. Two 
years later, L-O-F called the fire 
chief and the safety director (some- 
times the same man) from each of 
its plants to a meeting at company 
headquarters in Toledo. 

At Toledo, the visitors had a busy 
time: 

> They went over in detail the 
new fire brigade training manual 
already developed bv the L-O-F fire 
prevention and protection com- 
mittee. 

> The representative of a fi 
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protection equipment manufacture! 
demonstrated how the equipment 
should be used. (This equipment 
was adopted as standard among all 
L-O-F plants.) 

> The Rossford Volunteer Fire 
Department staged an educational 
act with hose lines and nozzles. 

> A Red Cross specialist taught 
first aid. (Today, every L-O-F safety 
engineer is a qualified Red Cross 
first aid instructor. ) 


Thermopane: Any L-O-F plant 
could be used as an example of 
what this early planning and train- 
ing accomplished. We visited the 
one at Rossford. It’s outside the 
limits of big-city fire protection; it 


has a wide variety of important 


fire hazards. ranging fro: flam- 


mable gases of several kinds to paper 
and packing. 

\ separate fire brigade was set up 
for each shift. (This is standard 
L-O-F policy.) John Schultz. head 
mechanic, became fire chief. James 
Wenzel, safety director, undertook 
to train the men in accordance with 
the detailed program outlined in the 
fire brigade training manual. 

lhermopane did have one advan- 
tage: its suburban location. Ross- 
ford isn’t far outside Toledo. Schultz 
told us that every plant fire brigade 
man has had fire fighting training in 
some village fire company or has 
had actual public fire company serv- 
ice. That’s something that couldn’t 
hold true for a plant inside a city. 
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FIREMEN 


4 FIRE BUCK like this stands on each plant run out hose 
floor, carries all equipment for quick fire- on the Thermopane 
fighting, may be moved by hand or fork-truck. 





Training: A_ stiff that 
lasted about six months started the 


course 


training. (Now, refresher sessions 
are held frequently.) Training 


called for skull practice as well as 
for weekly 


class, brigade members got a read- 


active work: at each 
ing assignment to be studied in 
for the 


ing. These assignments came from 


preparation next meet- 
standard fire protection iiterature. 
map of the 
plant sprinkler system; he knew 
exactly where main valves and local 


Every man had a 


shutoff valves were, and what the 
sprinklers could do. This map was 
duplicated ; copies were posted 
around the plant, with arrows to 
show exactly where sprinkler lines 


led and where valves were. 


N iTrain Your Fire Brigade 


All the 


niques went into the course, along 


standard training tech- 
with some improvised methods. 

Each brigade man, for example. 
had to practice on electrical fires. 
L40- 
volt lines. The men used power-on 
nozzles to extinguish them. The 
requirement had two bases: to teach 
brigade members how to fight Class 
C fires, and to show them that the 
power-on nozzles were safe to han- 
dle. 

The brigade learned how to spot 
fire hazards. Within a year after 
training began, Thermopane fire- 
men helped find and reduce (o1 
eliminate) 11 


These fires were set with live 


important dangers. 


Cooperation: Some Thermo- 
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from 


property. 
that any point in the plant can be reached from at least two. 





houses 
enough 


of the seven hose 


house holds 


one 


Each hose 


pane fire brigade members are also 


members of the Rossford Volunteer 
Fire Department. This, and the de- 
sire of the company to cooperate 
with local authorities in every possi- 
ble way, has brought about a really 
unusual situation. 

The gatemen at the nearby L-O-F 
Rossford plant act as dispatchers for 
Rossford police and fire depart- 
ments. They broadcast over the 
village short-wave station, KQA394. 
If the village fire department must 
be called to either of the plants, the 
gateman knows where to send the 
men and their equipment, knows 
whether there are any routes to the 
fire that must be avoided. 

That last is important. Again, 


continued on page 86 
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FIRE PROTECTION FOR INDUSTRY 





A it Takes More Than Fences 


...to protect an idle plant. 


Here’s a check list to help cut 


fire hazards during shutdowns. 


MAYBE YOUR like 


others. will shut down soon for va- 


plant, many 


cation. If it will, you'll have prob- 

lems that don’t ordinarily arise. 
John H. Walsh, director of pro- 

for 


Corporation, Syracuse. New York. 


tection and security Carrie 


has outlined for his own people 


what they should do when long 


week-ends. vacations. or extensive 
building alterations force plant shut- 
downs. What he says applies just 
as well to a chemical plant in Hous- 
ton or to a paper mill in Bangor as 
to an air conditioner manufacturer 
in Syracuse. 

will 


present to discover and handle any 


“There he few employees 


fires which start. Consequently. 
everything possible should be done 
to eliminate sources of fire. and to 
keep fire protective equipment ready 


for immediate action.” 


Two-factor program .. . 
That's Walsh’s 
Here are the details: 
1. Notify your public fire de- 
partment and your insurance com- 


main program. 


pany that your plant will close. Ar- 
range a definite plan of action for 
the department and your own people 
in case of fire or any other emer- 
gency. 

2. Get the plant itself ready for 
Do extra-thor- 


the shutdown. an 


Pro- 
hibit or strictly regulate smoking by 
the few 


ough job of housekeeping. 
men who do work. 


Points to watch .. . 


There are a lot of points to re 
member when vou go into that sec- 
ond phase: 


W aste 


safely 


disposal. Remove and 


of all 


Include wastes out in 


flammable 
the 
yards as well as those in the build- 
Watch especially for wastes 
around machines, 


dispose 


wastes. 


ings. 
under tables. un- 
der stairways, in pits. 

Clean the lint and combustible de- 
posits from machines. floors, beams. 
walls. ceilings. and fixtures. Give 
special attention to cleaning ovens, 
spray booths. hoods. and ducts. 

Put storage areas in good order. 
Make sure no stock piles stand too 
close to electric lights or other pos- 
sible sources of heat or sparks. See 
that sprinklers have plenty of room 
to operate; stock piles must. accord- 
ing to National Fire Protection As- 
sociation standards, be at least 12 
inches below sprinkler heads and in 
some cases 18, 24. or 36 inches be- 
low heads. 

Flammable 
liquids from dip and mixing tanks: 
if you can’t do that. cover the tanks 
tightly. 


close to manufacturing equipment; 


Remove 


liquids. 


Move any liquids stored 














put them in sprinklered storage 
areas, in covered approved contain- 


ers. 

Shut off pumps that supply fuel 
oil to plant distribution piping, ex- 
cept that needed for heating. Close 
valves on LP-gas tanks. unless you 
use the gas for heating. Shut gage 
glass valves. 

Flammable gases. Close individ- 
ual burner valves and the main 
valve for every heating unit. unless 
it must operate throughout the shut- 
down. Shut the main valves outside 
buildings or at meters. Disconnect 
gas cylinders at the manifolds. and 
move any excess number of eylin- 
ders from main buildings to safe 
storage, 

Electricity. Keep lights operat- 
ing: watchmen (and, perhaps, fire- 
fighters) will need them. and they’re 
cheap insurance against trespassers. 
Maintain enough power for heating 
equipment, processes that can’t be 
shut down, and required elevators: 
he sure fire pumps will operate. 

If it’s possible, open main switch- 
board switches on circuits that won't 
De-energize transform- 
ers, except those that furnish power 


be used. 


for essential services. 

Steam and heat. Keep up enough 
steam to heat plant buildings and 
supply fire pumps. Test or inspect 
all steam control and relief valves: 
be sure they work well If vou 
don’t already have emergency boil- 
er water feed. provide it. 

Protective equipment. Make flow 
tests of your sprinkler system: 
you ll find complete instructions for 
doing this in NFPA standard 13. 
section 316. Inspect sprinkler valves: 
each valve should be open. sealed. 
and easily accessible. 

Inspect dry sprinkler systems: 
test sprinkler alarms, Make sure the 
plant water supply system works 
properly and that plenty of water is 
available—that’s an important point 
in many places that have summet 
water shortages. 

Test fire door operation: see that 
doors aren't blocked by wedges ol 
boxes. Inspect (and recharge if 
necessary) all fire extinguishers. 
Test fire hose in actual use. Ex- 
amine hydrants and standpipes. If 
your plant water tank leaks. repair 
it. 

Watchman service. Good watch- 
man service can cut your insurance 
costs a good deal. (See OccupPa- 
riONAL Hazarps. June 1956 and 





June 1957.) During shutdowns, it’s 
especially important to have the 
plant patrolled by trained watch- 
men. 

Go over your patrol routes: are 
they laid out so that extra-hazardous 
areas get special attention during 
shutdowns. and so that all areas get 
Establish pa- 
trols 24 hours a day during shut- 


regular attention? 


down. 

If you have to hire new watch- 
men, or use substitutes from you 
production force, train them well. 
$e sure they know what to do if they 
find fires. how to turn in alarms, 
where to find and how to use ex- 


tinguishers. 
Back-to-work steps 


When shutdown is over. vou] 
need to take some further steps: 
l. Inspect all fire protection 


equipment again. Do flow tests on | 


the sprinkler system. 

2. Test automatic safety devices 
before starting machines. 

}. Be sure burner valves are 
closed before you open main gas 
valves. Ventilate the gas equip 
ment well. Have only experienced 
men light-off your gas units. 

} Open motor control switches 
on machines before you close 
feeder switches. @ © 


Giant Fork Truck 
Stops Handling Hazard 





4 DANGEROUS handling operation 
was eliminated when this giant fork 
lift truck was developed for the 
Weyerhaeuser 


Timber Company's 
Raymond, Washington, sawmill. The 
truck unloads a railroad car in four 
trips. in less than 15 minutes. Eight- 
foot arms support 20-ton lumber 
stacks with ease. Previously, two 
handlings were required for each 
load transferred from car to mill 
yard: now, the truck does the entire 
operation at one time. 
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USE 


| fA! ONOX 


ATHLETE’S 
moked | 


74 of the 100 Largest 
Manufacturers Use 


ONOX® 
SKIN-TOUGHENER 


Modern research has upset old 





theories about Athlete’s Foot con- 
trol. Skin specialists have proved 
that the best way to prevent Ath- 
lete’s Foot is toimprove the skin's 
condition. That's what ONOX 
does. ONOX mineral salts 
toughen the skin and make it re- 


sistant to fungus growth. 


e No Splash 
e Odorless 
e Easy to Maintain 


e Relieves tired, 
aching feet 





60 DAY TRIAL OFFER 
Order any amount of ONOX and 
Footmats. Pay nothing unless fully 


satisfied after 60 days’ use. 


ONOX, INC. 


127 SECOND STREET 














SAN FRANCISCO 5, CALIFORNIA 
Warehouses: BROOKLYN - CLEVELAND 
NEW ORLEANS - NEWARK, CALIF. 
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WITH 
PATENTED 


Foee-up Neale) 


PERFECT FOR: 
SHIP « BRIDGE 
DOCK workers 


rlale mnie) ami) 
who work on 
or.near water. 


Nei 

a all 
Only ae 
Gentex 
turns the 
wearer face up, 
at an angle clear 
of the water...even if 
unconscious. Exclusive 
plastic foam construction & 
can’t waterlog or deteriorate— 
exceeds all requirements for per- 
manent buoyancy. Designed for free 
and easy arm movement, holds 
securely in place with adjustable 
Straps. Withstands hard use, needs 
no special care, can be washed or 
dry-cleaned. 





GENERAL TEXTILE MILLS, INC. 
Li) SUN 
~ New York 1, N.Y. 


Dept.H1 


EXPORT DIVISION: GENTEX INTERNATIONAL, INC. 
450 Seventh Ave., N.Y. 1, N.Y. 
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Giant thermometer 

kept Chino Mines Division 
workers “in the know” 
about Hurley and Santa Rita 
safety standings. 


Give Safety the Bird 


TURKEY bonuses at Thanksgiving 
and Christmas are old stuff. Turkey 
bonuses for safety—ah. that’s differ- 
ent! 

Witness the turkey contest the 
Chino Mines Division of Kennecott 
Copper Corporation staged during 
the closing months of 1957. 

Pitted against each other were 
employees of mining operations at 
Santa Rita, New Mexico. and 
workers at the reduction plant (mill. 
smelter, and power plant) at nearby 
Hurley. 

The two towns have been rivals 
in everything from baseball to bingo 
for years. People at each plant are 
eager, consequently, to show how 
much better they are at doing their 
jobs right than people at the other. 
So the safety contest was a natural. 


Rules were these: 

> Employees of the plant which 
showed the most improvement in 
accident frequency rates were to 
get Christmas turkeys. 

> Rates for the period of August 
1 through December 15 were com- 
pared to those of the same period in 
1956 to determine winners. 

Each side used its own propa- 
ganda. Santa Rita workers thor- 
oughly enjoyed a newspaper pic- 
ture of the contest thermometer 


chart which showed the mine was 
running well ahead of Hurley. 
Shortly after the picture was 
published, a cage containing a crow 
appeared at the gates to the Hurley 
reduction works. The cage was 
labelled. “Santa Rita turkey.” 


“Results were better than we 
had dreamed.” said P. L. Hunter, 
Chino division safety director. “It 
got to the point that people in the 
plants were checking on the accident 
situation the minute they got on the 
job—just like asking who won the 
ball game last night.” 

During the contest, Santa Rita 
improved its frequency rate 69%; 
Hurley showed 33% improvement. 
Santa Rita won the turkeys. 

But there were extra dividends. 
Only six disabling injuries occurred 
at the division during the contest 
period, compared to an average of 
21 based on previous records. The 
division reached 51 consecutive 
days without a lost-time accident 
by the time the contest closed—and 
the record ran on into 1958 until 
it reached a total of 115 days. 

At the end of 1957, the division 
registered its best accident fre- 
quency rate in history: 5.89. The 
previous record, set in 1956, had 
been 7.57, @ @ 
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Advertisers in this section 





Directory of Companies 


In the 

fire protection 
equipment 
field 

are listed in BOLD FACE 








\c e Protectior Equipment Lo 
1207 Kalamazoo St South Haver Vi 


924 Olive St.. St. Louis 1, Mo 
Robin W. Adair Co., Inc 


P. O. Box 474, Woodbridge, N. J 
Akron Brass Mfg. Co 

Weoster. Ohio 
W. D. Allen Mig. Co 

66 W. Lake St.. Chicago 6, Il 
Alu nu Ladder Co 

546 Carbis St... Worthington, Pa 
Amer in District lelegraph Co 

155 Sixth Ave.. New York 13, N. ¥ 
Amer in Emblem Co., Ine 

P. O. Box 116, Utica 1, N. ¥Y 
verican Fire Pump Co 
(03 Main St. R Battle Creek. Mic 
American LaFrance Corp. 
Elmira, N. Y. 
American Optical Co. 

Soutn bridge Mass. 
American Rubber Mfg. Co 

1145 Park Ave.. Oakland 8, Calif 
American Safety Tank Co 

5937 Main St.. Kansas City 11, Mo 
Ampco Metal. In 

Milwauk ‘ 6, Wis 
Ansul Chemical Co., Fire Equipment Div. 

Marinette, Wis. 
Aquadyne Cort 

89 Terminal Ave., Clark, N. J 
Ardmore Products Div. of Amco 
2040 W. Carroll Ave Chicago 12. | 


Atlas Safety Equ pment (o.,. Inc 
27 Warren St.. New York 7, N. Y 


\utomatie Sprinkler Corp. of America 
Box 360. Jones & Brittain Sts.. Youngstown, Ohio 
\war Incentives, Ime 


200 William St., New York 38, N. ¥ 


B& M Siren Mfg. Co 

763 E. Pico Blvd., Los Angeles 21. ( 
Badger Fire Extinguisher Co 
oot of Chase St., Methuen, Mass 
Barnes Mfg. Co 

651 N. Main St.. Mansfield, Ohio 
tar-Wavy Mig. Co 


Stamford, Conn. 


Beacon Falls Rubber Footwear 
Main St.. Beacon Falls, Conn 

John Bean Div.. Food Machinery & Chemical ¢ orp 
1305 8. Cedar St., Lansing 4, Mich 

Bemis Bros. Bag Co 
610 S. 4th St., Minneapolis 15, Minn 

Bendix Radio Div. of Bendix Aviation Cor; 
Baltimore 4, Md 
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Attleboro Falls, Mass 
1809 Century, S.W., Grand Rapids 9, Mich 


Blaw-Knox Co., Automat Sprinkler De pt 


829 Beaver Ave., Pittsburgh 33, Pa. 


Main St.. Old Forge. N. ¥ 
Ey 
P. O. Box 1152, Oklahoma City 1, Okla 
Bomgardner Mfg. Co. 

1384 Hird Ave., Cleveland 7, Ohio 
Boston Woven Hose & Rubber Co 

P. O. Box 1071, Boston 3, Mass 


C. G. Braxmar ¢ In 
216 E. 45th St.. New York 17, N. ¥ 
Brooklvn Fibre Broom Co.. Inc 


17 A Dinsmore Place, Brooklyn 8, N. ¥ 
t ne Mfg. Co., In 
256 Broadway, New Yath 7, N. 1 
Buffalo Fire Appliance Corp. 
221 Crane St., Dayton 1, Ohio 
E. D. Bullard Co 


> » 
\ brow 


geway, Sausalito, Calif 


854 Bloomfield Ave., (Allwood) Clifton, N. J 
Carbisulphoil Co. 
2917 Swiss Ave., Dallas 4, Tex. 
Cardox Corp. 
307 N. Michigan Ave., Chicago 1, Ill. 
Carpenter Mfg. Co 
236 Bradley St., Somerville 45, Mass. 
Celanese Corp. of America 
Mi con Ave... New York 16. N. Y. 
Central Station Signals. In¢ 
$ W. 23rd St.. New York 10, N. ¥ 
Chesebrough-Pond’s, Inc. 
S80 Madisor Ave.. New York aa N. Y. 
Chicago Watchclock Div. of Great Lakes Industries 
1532 S. Wabash Ave., Chicago 5, UL. 
Cireul-Air Corp 
7D I Milwaukee Ave., Detroit 2. Mich. 


Continental Hospital Industries 

18624 Detroit Ave.. Cleveland 7. Ohio 
Cooley. Inc 
1401 Broadway. New York. N. Y. 
pt Engit ring Corp 
Worcester. Mass 
Cotton Goods Mfg. Co 

216 N. Clinton St., Chicago 6, Ill 
S. H. Couch Co., Inc 

N. Quiney 71, Mass 
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Curtiss-Wright Corp. 
Carlstadt, N. J. 
Cyc le-Flo Co. 
986 Bridgeport Ave., Milford, Conn. 


C. R. Daniels, Inc. 

Daniels, Md. 
W. S. Darley & Co. 

2810 Washington St., Chicago 12, III 
A. C. Davenport & Son, Inc. 

311 Des Plaines St., Chicago 6, II] 
David’s Gloves, Inc. 

21 W. Pleasant St., Springfield, Ohio 
Davis Emergency Equipment Co., In 

15 Halleck St.. Newark 4, N. J 
Detex Watchclock Corp. 

76 Varick St., New York 13, N. Y. 
Dieges & Clust 

17 John St., New York 8, N. Y 
George W. Diener Mfg. Co 

4127 N. Monticello Ave., Chicago 24, Ill 
Duo-Safety Ladder Corp. 

513 W. 9th Ave.. Oshkosh. Wis 


E & J Mig. Co. 

106 E. Graham Place. Burbank, Calif 
Eagle Mfg. Co. 

Wellsburg, W. Va. 
Eastern Metal of Elmira 

130 Harrison St., Elmira Heights, N. ¥ 
Samuel Eastman Co., Inc 

Concord, N. H. 
Edwards Co., Ine. 

Norwalk, Conn. 
Electric Cord (¢ oO. 

21 Spruce St., New York, N. Y 
Elkhart Brass Mfg. Co.. Inc 

1302 W. Beardsley Ave. Elkhart. Ind. 


——_—e ve ST PRE A PALA AY 


Elliott Service Co., 

30 N. MacWestern Pkwy., Mt. Vernon, N. Y. 
Emergency Aids Co 

3444 N. Clark St., Chicago 13, II 
J. H. Emerson Co. 

22 Cottage Park Ave., Cambridge 40, Mass 
Estwing Mfg. Co 

2647 Eighth St., Rockford, Ill 
Ex-Cell Metal Products, Inc 

2037 W. Churchill, Chicago, Il 
Exide Industrial Div., Electric Storage 

Philadelphia 2, Pa. 


Battery Co 


Fabric Fire Hose Co 

Sandy Hook, Conn. 
Fairbanks, Morse & Co 

600 S. Michigan Ave., Chicago 5. III 
Faleon Alarm Co., Ine. 

243 Broad St., Summit, N. J. 
Federal Fire Hose Mfg. Co 

1532 W. 132nd St., Gardena, Calif 
Federal Sign & Signal Corp 
8735 S. State St.. ¢ hicago 19, I] 
Fenwal, Inc 

Pleasant St Ashland, Mass 
Firewater Co. 

1 First St.. Los Altos, Calif 
Frank Mfg. Co., In 

101-111 W. Main St., Mentone, Ind 
Frommelt Industries 

Box 419, Dubuque, Iowa 
Fuller Brush Co 
3580 Main St., Hartford 15, Con: 
Fulton Bag & Cotton Mills 

1400 Annunciation St New Orleans 13, La 
Fyrepel Products Co 

121 E. Main St., Newark. Ohio 
Fyr-Fyter Co. 

221 Crane St., Dayton 1, Ohio 
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wit ET 


ACCIDENT PREVENTION SIGNS 


For every point of hazard, 
there’s a Brady Accident Pre- 
vention sign to make it safer. 
Low cost, self-sticking signs 
that apply in seconds! 





® Meet A.S.A. and N.S.C. specifications 
® Stick on contact to all surfaces 

© Will not rust, fade, peel, or flake 
© Apply fast, easily 





WRITE FOR FREE WORKING SAMPLES 
— and BULLETIN 165: gives complete 
details on more than 2000 Brady stock 
i + accident prevention signs. Specials 


made to order 
\ 
*s Fesitg 5 w.k. DED co. 


* wae 
) ® 731 West Glendale Avenue 
\—= 


Milwaukee 9, Wis Est. 1914 


\ 
\ 
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Be Ready 
With The Answers 


Sotety administration 
Protective equipment 
Mechanical safety 
Skin diseases 

Metal poisoning 
Airborne hazards 
Solvents 

Fire protection 
Radioactivity 


LUT S Ss 


Housekeeping 





Here’s the book that was written exclusively for 
the plant safety man. Almost 800 pages, cross- 
indexed and thumb-tabbed, containing accurate 
up-to-date information on all phases of industrial 
safety. You'll wonder how you got along without it 


BOOK DIVISION 
OCCUPATIONAL HAZARDS 
812 HURON ROAD 
CLEVELAND 15, OHIO 
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Gamewell Co 
Newton Upper Falls 64, Mass 
General Electric Co 
166 Broad St., Fitchburg. Mass 
General Fire Extinguisher Corp 
6801 Rising Sun Ave., Philadelphia 11, Pa 
Globe Automatic Sprinkler Co., Div. of Fyr-Fyter Co. 
2035 Washington Ave., Philadelphia 46, Pa. 
Globe Industries, Inc., Div. of Fyr-Fyter Co. 
125 Sunrise Place, Dayton 7, Ohio 
Globe Mfg Lo 
Pittsfield, N. H 
Goodall Rubber Co 
38 Whitehead Rd Trenton 4, N. J 


Bb. F. Geodrich Footwear i Flooring Co 
Watertown, Mass 

B. F. Goodrich Industrial Products Co 
300 S. Main St... Akron 18. Ohio 


Goodyear Tire & Rubber Co.. lr 
Akron 16, Ohio 
Goshen Mfg. Co Ire 


10th & Reynolds Sts.. Goshen. I 
(,rimes Sprinkler Div Raisler Corp 

129 Amsierdas \ve New York 23. N. Y 
Grinnell Co.. Ine 

0 W. Ex inge S , R. | 
Hale Fire Pump ( 

708 Sy Mill A ( k 


A. E. Halperin Co.. Inc 
75 Northampton St.. Boston. Mass 


Clifford B. Hannay & ¢ lr 
VW terlo, N \ 

Hewitt Robins, Ine.. Hewitt Rubber Dis 
666 Glenbrook Rd.. Stamford, Conn 


Holeomb Safety Garment Co 
118 Jefferson St.. Chicago 6, II] 
Wm. FE Hooper & Sons Co 
Juniper & Cherry Sts., Philadelphia 7, Pa 
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Hoosier Tarpaulin & Canvas Goods Co 


ton St., Indianapolis 6, Ir 


303 W. Lehigh Ave., Philadelphia 33, Pa 


Ir pendent Pr Co.. | 

Goshe Ine 
Indust Ho he Blind 

> VW py Me B oOKiVn ] N y 
Industrial Glo Co 

Da | 
| ustrial P l ( 

2826 N t st I 4 Pp 
| ~ t ~ ( | 

May | Aves., S Pa 
| Ra { 

| N York 4. N. ¥ 

216 N. | klin St ane¢ e W 
“wa , 

—" + ‘\ & 

»hnson-Natior Insignia Ce Ir 

iO M en Lar New York 38. N. Y 


Johnson-Williams Co. 

2625 Park Blvd., Palo Alto. Calif. 

eo A pplia ry ly 

21 Mille Lane. Louisville. Ky 

Justrite Mfg. Co. 
2061 N. Southport Ave.. Chicago 14, IIL. 


Junk 


Kalamazoo Mig. Co 

1827 Ree “I Kalamazoo. M 
Walter Kidde & Co., Ine. 

557 Main St.. Belleville 9. N. J. 
K nnear Mfg Lo 


130 Fields Ave.. Columbus 16. O} 





REDUCING 


FIRE LOSSES... 





When Carbon Dioxide 
is the Solution 


Is the Answer 


CARDOX Low Pressure Carbon 
Dioxide Fire Extinguishing Systems are 
“specified” protection in hundreds of 
plants —big and little. Providing all the 
advantages of low pressure carbon diox- 
ide —immediate extinguishment, no 
extinguishing damage, unlimited quan- 
tities of carbon dioxide, uninterrupted 
protection under all conditions 
CARDOX Systems are backed by the 
engineering experience of thousands 
of proven installations where low pres- 
sure carbon dioxide offers so many 
unequalled advantages. You can’t buy 
better protection for critical hazards! 
Write for a survey of your particular 
hazards today. 


@ Thousands 
of Proven 
Installations 


@ Recognized and 
Approved by All 
Insurance and Fire 
Protection Groups 


* CARDOX Low Pressure 
Carbon Dioxide Fire 
Extinguishing Systems— 
Covered by U.S. and 
Foreign Patents, Issued 
and Pending. 


CARDOX CORPORATION 


307 N. Michigan Ave. * CHICAGO 1, ILLINOIS 
District Offices in Principal C'ties 
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TOKHEIM High-Vacuum 
HAND PUMPS 


for industrial liquids 
















Here’s an all ’round utility pump 
that saves much more than its cost 
in speeding production, improving 
housekeeping, preventing waste. 
Eliminates slippery floors and 
liquid accumulation so often the 
cause of fire and accidents. De- 
livers 20 gallons per 100 back and 
forth strokes. Pumps oil and many 
other liquids. (Write for approved 
list.) Has hose or spout outlet. Call 
your dealer, your Tokheim repre- 
sentative, or write factory. 


JOKHEIM 


HAND PUMPS 


General! Products Division 
TOKHEIM CORPORATION 

DESIGNERS AND BUILDERS OF SUPERIOR EQUIPMENT 

1682 Wabash Ave SINCE 1901 Fort Wayne 1, Ind. 





Subsidiaries: Tokheim N.V., Leiden, Holland — GenPro, Inc., Shelbyville, ind. 
Factory Branch: 475 Ninth Street, San Francisco 3, California 
In Canada: Tokheim-Reeder of Canada, Ltd., 205 Yonge St., Toronto, Ont. 
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Just install the 


CHICAGO 
WATCHCLOCK System 


© Tamperproof 
© Positive 


° Easy to 
Install 


° low Priced 






@ = 
© "a Protection 
Against FIRE - THEFT - SABOTAGE 


The CHICAGO Watchclock System enables the 
watchman to prove that he’s made his appointed 
rounds. The daily-dial records earn users of the 
CHICAGO Watchclock system reduced insur- 
ance rates. (Quickly pays for itself). ..Used all 
over the world... APPROVED by the Under- 
writers’ Laboratories and by the Factory 
Mutuals Laboratories. 


Write today for Illustrated Folder and Prices 
The first—and still the first 


CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 

1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities 
@eeeeeeceoeoeoeeseee eeaeevne2e20e28en¢e0e80 
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F. H Lawson Co 

Evans & Whateley Sts., Cincinnati 4, Ohio 
Leeder Mfg. Co. 

139 Woodside Ave., Briar Cliff Manor, N. Y. 


M & H Valve & Fittings Co 

P. O. Box 151, Anniston, Ala 
Mack Trucks, Inc., Fire Apparatus Div 

1355 W. Front St., Plainfield, N. J 
Mann Edge Tool Co 

P. O. Box 351, Lewistown, Pa 
Mars Signal Light Co 

4322 W. Chicago Ave., Chicago 51, Ill 
Jas. H. Matthews & Co., Inc 

3803 Forbes St., Pittsburgh 13, Pa 
Maxim Motor Co 

170 Wareham St., Middleboro. M ass 
Julian A. McDermott Corp 

1639 Stephen St., Ridgewood 27, L. 1. N. ¥ 
B. F. McDonald Co 

5721 W. 96th St., Los Angeles 45, Calif 
McGill Mfg. Co. 

650 N. Campbell St., 
F. N. MelIntire Co 

377 Putnam Ave., Cambridge, Mass 
Medical Supply Co. 

1027 W. State St. Rockford, Hl. 
Mercer Rubber Co 

140 Mercer St., Hamilton Square, N. J 
Metal Arts Co., Inc 

742 Portland Ave., Rochester 21, N. ¥ 
Metallic Ladder Mfg. Corp 
2 Sheldon St., Randolph, N. 
Midwestern Mfg. Co 

Mackinaw ii 
Mine Safety Appliances Co. 

201 N. Braddock Ave., Pittsburgh 8, Pa. 
Minnesota Mining & Mfg. Co.. Reflective Sheeting Div 

900 Faquier Ave., St. Paul 6, Minn 
Monsanto Chemical Co., Organic Div 

800 N. 12th St.. St. Louis, Mo 
Morning Pride Mfg. Co. 

1986 Home Ave., Dayton 7, Ohio 
Motorela Communications & Electronics, In 

4501 W. Augusta Blvd., Chicago 51. Hl 
Mueller Co 


2501 Chestnut St.. Chattanooga. Tenn 


Valparaiso, Ind. 


National Alarms Corp 

Scott. La 
National Foam System, In¢ 

Union & Adams Sts West Chester, Pa 
Neep Equipment Co 

326 N. W. Broadway, Portland 9. Ore 
Newark Ladder & Bracket Co.. In 

Walnut & Central Aves... Clark (P. O. Rahway). N. J 
Chas. Niedners Sons Co 

10-20 James St., Malden 48, Mass 
Notifier Corp. 

239 South Ith St., Lincoln 8, Neb. 
J. F. Novak Co 

2701 Mever Ave., Cleveland 9, Ohio 


D. W. Onan & Sons, Ine 

University Ave. & 25th St.. S.E.. Minne 
Oren Roanoke Corp 

1201-09 W. Salem Ave., Roanoke, Va 
Orthopedic Frame Co. 

420 Alcott St., Kalamazoo, Mich. 
Oxygen Equipment & Service Co 

8335 S. Halsted St.. Chicago 20, Ill 


ipolis 14, Minn 


Pac-Kit Ce 

P. O. Box 1306. Greenwich. Conn 
Parco Products Co 

Pe nnsburg, Pa 
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Peerless Pump Div., Food Machinery & Chemical Corp Randolph Laboratories, inc. 


301 W. Avenue 26, Los Angeles 31, Calif 8 Kinzie St.. Chicago 11, III 
Perkins Battery Co Raybestos-Manhattan, Ine 
1601 Monroe St.. York 2, Pa. 61 Willett St.. Passaic, N. J 
Phister Mfg. Co Ready Made Sign Co., Inc. 
621 E. Pearl St., Cincinnati 2, Ohio 115-17 Worth St.. New York 17. N. Y. 
C. D. Pike & Fire Hook Mfg. Co Red Comet, I: 
207 Orange St., New Haven 10, Conn Red Comet Bldg., Littleton, Colo 
Peter Pirsch & Sons Co Reliable Automatic Sprinkler Co., Inc 
1308—35th St., Kenosha, Wis 72-78 Bronx St., Mt. Vernon, N. Y 
H. K. Porter, Inc., P-F Div Republic Rubber Div., Lee Rubber & Tire Corp 
74 Foley St., Somerville 43, Mass Albert St.. Youngstown 1, Ohio 
Porto Pump, Im Howard B. Ricl Ine 
° 19735 Ralston Ave Detroit 3, Micl Carrollton, Ky 
Powhatan Brass & Iron Works, Inc. Rockwood Sprinkler Co. 
Ranson, W. Va. 38 Harlow St.. Worcester 5, Mass. 


Prairie State Products Co. 
3822 Lawrence Ave.. Chicago, II 
Preakness, Inc S Hvdrant Wre Ca 
, ] | ) "> " ' 
1060 Broad St., Newark 2, N. J P. O. Box 921, Holyoke, Mass 
) 
Progress Mig. Co | Safetv Clothing & Equipment Co 


Arthur, Jl " 


SAFA Alarm Div., Fyr-Fyter Co. 
P. O. Box 1118, U. S. Highway 1, Newark, N. J. 


t 


990 | 69th St., Cleveland 3. Ohio 

Protectoseal Co. S y First Products Corp 

1920 S. Western Ave., Chicago 8, Il. Saw Mill Rd. Flestard NY 
Pulmosan Safety Equipment Corp Caf, on a er 

644 Pacific St., Brooklyn 17, N. Y 195 Magee St.. Pittsburgh 19, Pa 
Pyle-National Co Safety |} Pr icts ¢ 

1334 N. Kostner Ave Chicago 51, Ill \ ht Pla Chicag 9g Til 
Pyrene—C-O-Two Div., Fyr-Fyter Co. S | | ' Cos 

P. O. Box 750, U.S. Highway 1, Newark 1, N. J 620 B 4 S 6. N.Y 
Pyrotronics Div., Baker Industries iRiins Sacania' i 

P. O. Box 390, Newark 1. N. J 166 | — Bri igeport 3. Contr 


Quaker Rubber Div. of H. K. Porter Co., Inc Scott Aviation Corp. 


Tacony & Comly Sts., Philadelphia 24, Pa 229 Erie St., Lancaster, N. Y. 
Radio Corp. of America Seagra 

Front & Cooper Sts.. Camden 2, N. J 2000 S. High St.. Columbus 7, Ohio 
Raisler Sprinkler Div Seco Engineering & Mfg., Inc 

129 Amsterdam Ave., New York 23, N. Y 1300 W. | t Sl Detroit 26, Mict 








LLL LTO 


NEW, EASY, CONVENIENT! | Mewes Pride || ATTENTION! 
F LLE PROTECT 3 Safety Engineers 
FIRE 


giasse-* Have You Investigated the 
FIRST AID ; BRIGADE 


Sr MEMBERS EMERGENCY SPLIT 
BURNS | ; WITH * SIMPLE TO APPLY 
i” MORNING 

oy > PRIDE 





OOO 








* COMFORTABLE 





Available in: 
NATURAL RUBBER (Illustrated) 


immobilize the limbs. 


ANTISEPTIC #© ANALGESIC 


ALL-WEATHER DUCK (Black or White) 
"“SCOTCHLITE" Reflective Fabric ) 


Write for additional information and 


. \ 
Aids Healing \ e ( e EFFECTIVE 
bd 5 
Guards Against 5 Write for ( 
ao” be >| | « LIGHTWEIGHT 
Ne Literature , 
Order OW , - ( Moderate, uniform compression con- 
4 
FROM YOUR ( ) trols bleeding and swelling. Shaped 
FIRST AID ‘ N — half secti letel 
SUPPLIER aluminum ha sections completely 
\ ( 


prices today .. . Do it Now! 








See Your Local Dealer or Write 


CARBISULPHOIL CO. MORNING PRIDE MFG. CO. "he 
DALLAS, TEXAS 1986 HOME AVE., DAYTON 7, OHIO Orthopedic frameCompany 


«atamar 
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Sharpsville Steel Fabricators, Inc. 

Sharpsville, Pa. 
Singer Glove Mfg. Co. 

860 W. Weed St., Chicago 22, Il. 
A. Smith & Son, Inc. 

1239 Ridge Ave., Philadelphia 23, Pa 
D. B. Smith & Co., Inc. 

414 Main St., Utica 2, N. Y. 
M. L. Snyder & Son, Inc. 

2436 N. Jasper St., Philadelphia 25, Pa 
Sperti Faraday, Inc. 

1322 E. Church St., Adrian, Micl 
Standard Alarm Signal Co. 

249 Main St., Madison, N. J 
Standard Industrial Products Co. 

920 N. Garfield, Peoria, Ill. 
Standard Safety Equipment Co. 

431 N. Quentin Rd., Palatine, II] 
Standard Signs, Inc. 

3190 E. 65th St., Cleveland 4, O| 
Star Sprinkler Corp 

Westmoreland & Collins Sts., Philadelphia 34, Pa. 
Stebco Products, Stein Bros. Mfg. Co 

1401 W. Jackson Blvd., Chicago 7, | 
Stempel Fire Extinguisher Mfg. Co 

2436 N. Jasper St., Philadelphia 25, Pa 
Stephenson Corp. 

P. O. Box 392, Red Bank, N. J. 
Sterling Siren Fire Alarm Co., In 

8 Bartlett St.. Rochester 8. N. Y 
Stonehouse Signs, Inc. 

842 Larimer St., Denver 4, Colo 
Stop-Fire, Inc. 

P. O. Box 9, Monmouth Junction, N. J 
W. J. Thiele & Sons, Inc. 

Pine at Cherry, Johnstown, Pa 
George E. Thompson Co 


616-41st Ave., N., Minneapolis 12, Mir 
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fimmins Splint Co. 

2126 Cuming St., Omaha, Neb 
Tokheim Corp. 

1602 Wabash Ave., Fort Wayne 1, Ind. 
U-C Lite Mfg. Co 

1050 W. Hubbard St., 
fe Rubber Lo. 

1230 Ave. of the Americas, New York 20, N. ¥ 
Universal Fire Apparatus Corp 

Wheatland & Center Sts., 
Valley Fire Truck Co. 

59 Tuscola Road, Bay City, Mich. 
Viking Corp. 

435 E. Mill St., Hastings, Mich 
Vonnegut Hardware Co., Van Duprin Diy 

402 W. Maryland St., Indianapolis 9. I) 
Washington Products Co. 

238 S. Fayette St., Washington Court House, Ohio 
Watchemoket Optical Co 


Chicago 22, Ill 


I ogansport Ind 


232 W. Exchange St., Pre eng R. | 
Waterous Co. 

80 E. Fillmore A St. Pau Mir 
Western Fire Equipment Co 

69 Main St., Sa Francisco, Ca 
Westline Products D Western Lithe pir ¢ 

600 E. 2nd St., Los Angeles 54, ¢ 


Wheeler Protective Apparel, Inc. 
228 W. Huron St., Chicago 10, Hl. 
Williams Jewelry & Mig. Co 
10 S. Wabash Ave Chir 
Willson Preducts Di Rav 


| 


O-Va ( 


Washington & 2nd Sts., Reading. P 
Wirt & Knox Mfg. ¢ 
23rd & York Sts., Philadelphia 32. P 


Witt Cornice Co 
2118 Winchell St., Cincinnati 14. O} 
Wooster Brass Div., Fyr-Fyter Co. 
1415 E. Bowman St., Wooster, Ohio 





CIGARS-CIGARETTES-MATCHES 


immediately extinguished 


...with 
SIPCO DUNKING STATIONS 






Fire Hazards from Smoking are a problem 
EVERYWHERE. 


STOP FIRES BEFORE THEY 
START—with SIPCO DUNK- 
ING STATIONS 


Heavy duty CAST ALUMINUM canisters—guar- 
anteed 3 years against breakage. Partly filled 
with water, they drown the ‘smoke’. NO FIRE 
HAZARDS — NO ODORS — NO UNSANITARY 
CONDITION 

Lift off the canister, flip back the lid, dump it 
and the cleaning job is done 

Available in over a dozen 
different STANDARD and 








H JUMBO SIZE models. Choice of 
} black crinkle or bright polished 
| DELUXE finishes to suit your 


particular requirements. NEAT, 
ATTRACTIVE — USED EVERY- 
WHERE — OFFICES, CLUBS, 
i LOUNGES, HOSPITALS, HOTELS, 
SHOPS, RESTAURANTS, INSTI- 
TUTIONS, SCHOOLS, ETC 


v 
NEW MODEL 4J 
Designed for permanent mounting on walls, posts, 
j columns, etc. in public areas. Eliminates pilfering 
problem. JUMBO size canister furnished with light 
weight, rugged glass-fiber inner-liner. Flip back the 
lid—lift out the inner-liner and dump it. Inner-liner 
fits all JUMBO size SIPCO canisters and is available 
separately MODEL 1JD 
JUMBO size DELUXE FLOOR MODEL. Heavy 
weighted base and attractive, eye catching sign. 
Height 42’’— weight 26 Ibs. Ideal for halls, aisles, 
landings, etc. Also available less sign (MODEL 1JWS). 
WRITE FOR ILLUSTRATED BROCHURE 











DEPT. Me 


920 N. GARFIELD AVE e PEORIA, ILLINOIS 





Circle No. 44 on reader service card for more information 
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® 
Faicon 
“Sounds for Safety” 





AUTOMATIC HIGH-LEVEL alarm prevents 
costly, dangerous overfilling of petro- 
leum, chemical, water, other liquids in 
fixed- and floating top, indoor and 
outdoor, mixing, storage tanks. Safe, 
reliable gas-powered horn audible for 
one-half mile and more. 








MANUALLY-OPERATED, gas-powered sig- 
naling horns ideal for emergency and 
1,001 other uses. Self-contained units 
are highly portable, entirely reliable. 
Non-electric operation permits use in 
hazardous vapor areas. Smoll units 
feature disposable Freon cans. 








NEW AUTOMATIC fire detecting systems 
and units give early warning in case of 
fire. Heat activates any single Freon- 
powered detector in system, instantly 
sounds horn. Ideal for homes, institu- 





im tions, commercial, industrial buildings. 
WY U/L approved, low cost. 








DEALER TERRITORIES OPEN 


Faicon Alarm Co., Inc. 
. 243 Broad St., Summit, New Jersey 





Circle No. 43 on reader service card for more information 
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Rockwood SG-60 WaterFOG Nozzle 
Is Five Nozzles In One! 


The lightweight Rockwood SG-60 WaterFOG Nozzle eliminates “‘special’’ or 


Ss ingle- 
purpose nozzles! It actually does the work of five nozzles to put out fires faster, safer 


and more economically. HERE’S WHAT WE MEAN— 
























« 


HERE’S WHAT YOU NEED TO PUT OUT ORDINARY COMBUSTIBLES AND FLAMMABLE LIQUIDS... 


FOAM and ‘‘Wet" Educ- 
tor with the new FW 
Metering-Check Valve. 


Introduces Rockwood FOAM 


Rockwood Double ¢ Rockwood WET. 
Strength FOAM, le cs One part WET mixed = 
Puts out fires in flam- . with 99 parts water 

mable liquids, and in ROCKWOOD ncreases water's pen- ROCKW 
ordinary combustibles, Double Streng® etration and extin- ‘ 


quicker, at lower cost 2 
Three p 


: guishing action. Gives . 14 t 
arts FOAM and Gye) quickest results agains! We - 
97 parts water create 


deep seated fires 


= . 
a heat-resistant tm. a Saves time, water, oun tere ome 
blanket. — — manpower. ~~ ~ 


! — —_ = = = — a = 
rt —. ——————_LIEL AL L SSS SSTS Bayonet Piercing Applicator. Has a hardened steel 


or Wet" into tose lines, 
cutomaticaily proportioning 
correct amount of FOAM and 


“Wet to water. / 





so usable 
wherever one liquid is fed 
into another on a fixed per- 


centage basis. 






































- o Lo t cutting tool attached to tip, enabling operator to pierce 
™ th h partitions, into interiors, etc. Discharges low velocit 
, “Y FF Extension Unit. Shown with WaterFOG. 
4 Type SG-60 Nozzle. Discharges 
Rockwood FOAM a solid @ ong Extension Applicator. Discharges low 
ream or os FoaFOAM. Wide velocity WaterFOG in an umbrella pattern, 
angle makes it possible to cover smothering fire without causing turbulence to 
: large creas at one time. flammable liquids. Excellent personnel protection 





—LY — » s another advantage. 
@ q New Rockwood FOAMwater __ Free Rockwood Booklet 
Sprinklers Blanket Helps You Find 
Burning Liquids Faster! Potential Fire Hazards 


} 


1lual 





»le booklet entitled “‘Do 


You Have a Hidden Enemy in Your Plant’”’ 


Here’s a device that combines the features of 
the well-known Rockwood FogFOAM applic _ 
tion with that of the proven Rockwood Water- 


FOG Sprinkler! 


14ins a special hazard list that helps you 
determine the danger areas in your plant. Case 
histor pictures snow how Rockwood Fog- 


This new FOAM water Sprinkler used in Rock- FOAM, FOAM and WaterFOG systems ex- 











wood Fixed Piping systems offers greater protec- inguish fires in electric equipment, gasoline, 
tion for such hazards as airplane hangars, storage in addition to fires in ordinary combustibles. 
; ’ facilities or processes where fl immable liq ud and Send for Rockwood’s booklet 
material are involved. now — it costs you nothing and it 
With the new Rockwood Sprinkler, systems could save you hundreds of dollars! § 
can be designed to apply FogFOAM, and apply 


water if the I¢ JAM becomes exhausted. It can be ROCKWOOD SPRINKLER a 
used with Rate-of-Rise Control or manual con- 2631 Harlow Street cS 
Worcester 5, Mass. a 


Please send me your illustrated booklet on 
Special Fire Hazards. 


trol, and is designed for open head operation only. 

Tested and listed by Underwriters’ Laborato- 
ries, Inc., the unit after 20 minutes of running 
water from the system proved that the FOAM 
blanket was still satisfactory. 


ROCKWOOD SPRINKLER COMPANY 


Engineers Water . . . to Cut Fire Losses 





Company 


Street 


z 
Q 
3 
o 


Distributors in all principal industrial areas | Zone... .State 


Circle No, 45 on reader service card for more information 
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Directory of Products 


in the 

fire protection 
equipment 

field 








ALARM SYSTEMS 


Automatic 

American District Telegraph Co. 
Autocall Co. 

Automatic Sprinkler Corp. of America 
Buffalo Fire Appliance Corp. 

Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Fyr-Fyter Co. 

Falcon Alarm Co., Inc. 

Gamewell Co. 

Globe Automatic Sprinkler Co. 
Grimes Sprinkler Div. 

Grinnell Co., Inc. 

Johnson-Williams, Inc. 

Walier Kidde & Co., Inc. 

Notifier Corp. 

Pyrene—C-O-Two Div., Fyr-Fyter Co. 
Pyrotronics Div., Baker Industries 
Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., In 
Rockwood Sprinkler Co. 

SAFA Alarm Div., Fyr-Fyter Co. 
Sperti Faraday, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Central Station 

American District Telegraph Co. 
Central Station Signals, Inc. 
Edwards Co., Inc. 

Notifier Corp. 

Sperti Faraday, Inc. 


Industrial 

American District Telegraph Co. 
Autocall Co. 

Benjamin Electric Mfg. Co. 
Central Station Signals, Inc. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 
Gamewell Co. 

Notifier Corp. 

Pyrene—C-O-Two Div., Fyr-Fyter Co. 
Pyrotronics Div., Baker Industries 
SAFA Alarm Div., Fyr-Fyter Co 
Sperti Faraday, Inc. 


Sirens, Horns, Whistles 

Autocall Co. 

B & M Siren Mfg. Co. 

Benjamin Electric Mfg. Co. 

W. S. Darley & Co. 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 

Federal Sign & Signal Corp. 
Gamewell Co. 

Howe Fire Apparatus Co. 

Mars Signal Light Co. 
Pyle-National Co. 

Pyrotronics Div., Baker Industries 
SAFA Alarm Div., Fyr-Fyter Co. 
Sperti Faraday, Inc. 

Sterling Siren Fire Alarm Co., Inc. 
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Watchclock Systems 
American District Telegraph Co. 
Chicago Watchclock Div., 
Great Lakes Industries 
Detex Watchclock Corp. 


AXES, HATCHETS, POLES 


Axes 


W. D. Allen Mfg. Co. 

Atlas Safety Equipment Co., Inc. 
Collins Co. 

Elkhart Brass Mfg. Co. 

Estwing Mfg. Co. 

Howe Fire Apparatus Co. 

Mann Edge Tool Co. 

Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son 

Stebco Products, Stein Bros. Mfg. Co. 
Wirt & Knox Mfg. Co. 


Crowbars 


Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
M. L. Snyder & Son 

Universal Fire Apparatus Corp. 
Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Hatchets 


Atlas Safety Equipment Co., Inc. 


Hook Poles 


W. D. Allen Mfg. Co. 

C. D. Pike & Fire Hook Mfg. Corp. 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Pike Poles 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

C. D. Pike & Fire Hook Mfg. Corp 
Duo-Safety Ladder ( orp. 

Howe Fire Apparatus Co. 

Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


BLANKETS, FIRE 


Blankets 


E. D. Bullard Co. 

Cotton Goods Mfg. Co. 

C. R. Daniels, Inc. 

Davis Emergency Equipment Co., In¢ 
Frommelt Industries 

Fulton Bag & Cotton Mills 

\. E. Halperin Co., Inc. 

Holcomb Safety Garment Co. 


Hoosier Tarpaulin & Canvas Goods Co. 


Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Jaxco, Inc. 


Junkin Safety Appliance Co., Ine. 
B. F. McDonald Ce 

Medical Supply Lo 

Mine Safety Appliances Ce 
Pulmosan Safety Equipment Corp 
Raybestos-Manhattan, Inc. 

Safety Clothing & Equipment Co 
Singer Glove Mfg. Co 

M. L. Snyder & Son, Inc. 
Standard Safety Equipment Co 


Wheeler Protective Apparel, Inc. 


Blanket Holders 

E. D. Bullard Co 

Cetton Goods Mfg. Cx 

Davis Emergency Equipment Co., Inc 
\. E. Halperin Co., Inc. 
Industrial Gloves Co 

Industrial Products Ce 

Junkin Safety Appliance Co., Inc. 
B. F. McDonald Co. 

Mine Safety Appliances Co 
Safety Clothing & Equipment Co 
Wheeler Protective Apparel, Inc 


BROOMS 
Fire-Fighting 
Brooklyn Fibre Broom Co., Inc. 
Fuller Brush Co. 
Howe Fire A pparatus Lo. 
Industrial Home for the Blind 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co 


Clean-Up 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Brooklyn Fibre Broom Co., Ine. 
Industrial Home for the Blind 


DOORS, FIRE 


Fire Doors 
Globe Automati Sprinkler ¢ 
Kinnear Mfg. Co 
R. C. Mahon Co 


Fire Door Controls 
Notifier ( orp 


Fire Door Opening Hardware 
Vonnegut Hardware Co., 
Von Duprin Diy 


EXTINGUISHERS 


co 

W. D. Allen Mfg. Co 
American LaFrance Cory 
American Rubber Mfg. Ce 
Badger Fire Extinguisher Co 
Buffalo Fire Appliance Corp 
Cardox Corp 

Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
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AN JAFRANCE]) — 























A SINGLE SOURCE for the BEST 
in Industrial Fire Protection 


EXTINGUISHERS and ENGINES 


Dry Chemical 

Extinguishers: 2, 5, 
10, 20, 30 Ib. En- 
gines: 150, 350 Ib. 


Water and 
Anti-Freeze 
Extinguishers: 2'/2 
gol. Pump Tanks: 
2/2, Sgal. Engine: 
40 gol. 


Foam 
Extinguishers: 21/2, 
5 gal. Engine: 40 
gal. 


Carbon Dioxide 
Extinguishers: 21/2, 
5, 10, 15, 20 Ib. 
Engines: 50, 75, 
100 Ib. 


Soda-Acid 
Extinguishers: 21/2 
gal. Engine: 40 gol. 


Vaporizing 

Liquid 
Extinguishers: 1, 
VW 2 qt. 


Respiratory and First Aid Equipment 


AMERICAN JAFRANCE (ORPORATION 


Whatever the fire hazards, large or small . . . whatever 
Underwriters Classification they fall into . . . American 
LaFrance has precisely the size and type of equipment to pro- 
vide maximum protection with maximum speed and safety in 
operation. 
































Shown on this page are just a few of the approved extin- 
guishers and other items of fire protection equipment available 
from American LaFrance. 


For detailed information on industrial fire equipment, send 
for our free CATALOG 571 . . . containing the famous American 
LaFrance Fire Extinguisher Characteristics Chart (now a 
standard reference for the fire protection field). 








Carbon Dioxide 
Engineered to your needs 











FIXED SYSTEMS 









Foamite Airfoam Foamite 


10 to 160 gal. capacity 


Nozzles, liquid and 
fixed systems. 





Hydrostatic Test Pumps 











ELMIRA, NEW YORK, U.S.A. 


In Canada, LaFrance Fire Engine and Foamite Limited, Toronto 


WORLD’S LARGEST MANUFACTURER OF FIRE FIGHTING EQUIPMENT 


Circle No. 46 on reader service card for more information 
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Extinguishers . . . 
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General Fire Extinguisher Corp. 





Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Léeder Mfg. Co. 

Pyrene—C-O0-Two Div., Fyr-Fyter Co 
Randolph Laboratories, Inc. 


Fyr-Fyter Co. 

General Fire Extinguisher Corp 

Walter Kidde & Co., Inc. 

Pyrene—C-O-Two Diy., Fyr-Fyter Co 

Randolph Laboratories, Inc. Red Comet, Inc. 

Safety First Products Corp. Safety First Products Corp. 

M. L. Snyder & Son, Inc. M. L. Snyder & Son, Inc. 
Stop-Fire, Inc. 

Dry Chemical Wirt & Knox Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. Foam 

American Rubber Mfg. Co. W. D. Allen Mfg. Co. 

Ansul Chemical Co. (American LaFrance Corp. 

Buffalo Fire Appliance Corp. (American Rubber Mfg. Co. 

Elkhart Brass Mfg. Co. Badger Fire Extinguisher Co. 

Fyr-Fyter Co. Buffalo Fire Appliance Corp. 













- only 84 HIGH! 
ue 





= 
[| 
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NEw ¢ 
Washington Ambulance COT!! 


Now you can get an ambulance cot that 





out this new model cot with such feat 


is REALLY LOW only 8'4 inches high — as sturdy, rigid construction highly 
— the perfect answer for cars that have polished aluminum tubing and castings 
less head room, and for overhanging . very lightweight yet strong trig 


stretchers. The new Washington model ger release side rails . adjustable back 
21-L is of special value for heart cases, rest with nine-position squeeze-lock ad 
and other patients who must be kept in a justment. It always pays to choose Wash 
sitting position. Washington's famous top- ington for the newest and best in all 


quality craftsmanship is apparent through- emergency room or vehicle requirements 


ADJUSTABLE-BACK 
EMERGENCY STRETCHER 
MODEL 9AB 


Four adjustable positions on 
back rest, folds to only 41% 
inches high! One of Wash- 
ington’s complete line of 
folding emergency stretchers 
for every need, in every 
price range 





— 
— This new and improved cot fastener 
es; — holds cots securely in station wagons 

Sl and other types of emergency vehicles 
NEW PUSH-TYPE gS Washington makes four other models of 


COT FASTENER 
MODEL 3A 2S} 


cot fasteners, to meet every need for 
any kind of vehicle. Tell us the make 
and model of your vehicle, and we'll 
recommend suitable fasteners. 


See your jobber or write for FREE catalog! 


Washington Products Co. 


WASHINGTON COURT HOUSE, OHIO_ 


Circle No. 47 on reader service card for more information 
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Cardox Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp 
Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Div., Fyr-Fvter Co 
Randolph Laboratories, In¢ 

Red Comet, Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Stempel Fire Extinguisher Mfg. Co. 
Stop-Fire, Inc. 


Wirt & Knox Mfg. Co 


g 
£. 


Hose Reel 

suffalo Fire Appliance Corp 
Fyr-Fyter Co 

Clifford B. Hannay & Son, Inc 
Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 
Powhatan Brass & Iron Works, In¢ 
Pyrene C-0-Two Div.. Fvr-Fvter Co 
R indolph | iboratories, Inc. 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co 

Virt & Knox Mfg. Co 


Metal Fires 
Ansul Chemical Co 
Buffalo Fire Appliance Corp 
Soda-Acid 
W. D. Allen Mfg. Co 
American LaFrance Cory 
American Rubber Mfg. Co 
Badger Fire Extinguisher Co 
Buffalo Fire Appliance Cory 

o. W. Diener Mfg. Co 
Elkhart Brass Mfg 
Fyr-Fyter Co 
General Fire Extinguisher ¢ 
Walter Kidde & Co., In 
Pyrene—C-O-Two Div., Fyr-Fyter Ce 
Randolph Laboratories, Ir 
Red Comet, Inc. 
M. L. Snyder & Son, Inc 
Stempel Fire Extinguisher Mfg. Co 
Stop-Fire, Inc 


Wirt & Knox Mfg. C 


Vaporizing Liquid 

W. D. Allen Mfg. Co 
American LaFrance Corp 
American Rubber Mfg. Co 
Badger Fire Extinguisher Ce 
Buffalo Fire Appliance Cory 
Geo. W. Diener Mfg Co 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co 
General | Extinguisher Cory 
Howe Fire \pparatus Co 

Justrite Mfg. Co. 

Walter Kidde & Co., Inc. 

Phister Mfg. Co. 

Pyrene—C-O0-Two Div., Fyr-Fyter Co. 
R indolph Laboratories, Inc. 

Red Comet, Inc. 

M. L. Snyder & Son, Ine. 

Stop-Fire, In« 

Wirt & Knox Mfg. Co. 


Water 

W. D. Allen Mfg. Co 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Ansul Chemical Co 
Aquadyne Corp. 

Badger Fire Extinguisher Co 


48 JUNE 1958 @ OCCUPATIONAL HAZARDS 











ne ee ee a qq ae a 


Extinguishers . . . 


John Bean Div., Food Machinery & | 


Chemical Corp. 
Buffalo Fire Appliance Corp 
Cardox Corp. 
Geo. W. Diener Mfg. C 
Elkhart Brass Mfg. Co 
Fyr-Fyter Co 
General Fire Extinguisher Cory 
Howe Fire Apparatus Ce 
Walter Kidde & Co., In 
Parco Products Co 
Protectoseal Co 
Pyrene—C-O-Two Div., Fyr-Fyter Co 
Randolph Laboratories, In 
Safety First Products Cory 
D. B. Smith & Co., Inc. 
M. L. Snyder & Son, Inc. 
Stempel Fire Extinguisher Mfg. Co 
Stop Fire, In 
Wirt & Knox Mfg. Co 


Wheeled 

W. D. Allen Mfg. Co 
American LaFrance Corp 
Ansul Chemical Co 

Buffalo Fire Appliance Cory 
Geo. W. Diener Mfg. Ce 
Elkhart Brass Mfg. Co 
Fyr-Fyter Co 

General Fire Extinguisher ¢ 
Walter Kidde & Co., Inc. 
Pyrene—C-O-Two Div., Fyr-Fyter 
Ran lolph Labor atories, Ir 
Red Comet, Inc 

M. L. Snyder & Son, Inc 


FIRE DETECTION SYSTEMS 


Automatic 

American District Telegraph Ce 
Autocall Cx 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co 

Cardox Corp. 

Central Station Signals, 

S. H. Couch Co., Ine 

Edwards Co., In 

Falcon Alarm Co., Inc 

Fyr-Fyter Co 

Gamewell Co. 

ylobe Automatic Sprinkler Co 

yrimes Sprinkler Div 

yrinnell Co., Ine 

Johnson-Williams, In¢ 

Walter Kidde & Co., In 

Notifier orp 

Pyrene—C-O-Two Div., Fyr-Fyter Co 
Pyrotronics Div., Baker Industries 
Raisler Sprinkler Div 

Reliable Automatic Sprinkler Co., In 
SAFA Alarm Div., Fyr-Fyter C 
Sperti Faraday, Inc. 

Standard Alarm Signal Co 

Star Sprinkler Corp. 


Sensing Units for Systems 

Autocall Co 

Central Station Signals, Inc. 

Fenwal, Inc. 

Notifier Corp. 

Pyrene—C-O-Two Div., Fyr-Fyter Co 
Pyrotronics Div., Baker Industries 


Fire Protection Systems 
Ansul Chemical Co 


Automatic Sprinkler Corp. of America 


Central Station Signals, Inc. 
S. H. Couch Co. 
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KEEP PLANT TRAFFIC 
MOVING SMOOTHLY 


with Ready Made 
Sighs 


>) 


SPEED 
LIMIT 



















PARKING 


FOR VISITORS 
ONLY 


These, and hundreds of other 
stock worded signs will act as silent 
policemen in directing a smooth 
flow of traffic in and out of 
your plant grounds and parking 
areas. They are available in porcelain 
enamel on steel, in pressure sensitive 
on vinyl base or Scotch Light. 
Why not write for our 4-color 


completely illustrated catalog today ? 


SIGNS FOR SAFETY 


READY MADE SIGN CO., INC. 
115 WORTH STREET » NEW YORK 13, N. Y. 


serving industry since 1861 


Circle No. 48 on reader service card for more information 
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SYMONYMOUS 
WITH SAFETY 


COMBUSTIBLE 


GAS 
INDICATORS 
AND ALARMS 


For testing selected danger areas, J-W 
portable instruments give dependable, 
troublefree service at low cost. 





J-W Model G Portable Indicator —for easy spot 
checking of confined and inaccessible spaces. 
Battery-operated. Soft aspirator bulb allows 
almost effortless sample drawing. Weigt 

slightly over 4 Ibs. Automatically switches or 
and off with appropriate movement of aspira 
tor bulb 





J-W Sentinel Portable, Audible Alarm —for 
continuous ‘‘watchdog’’ protection around any 
hazardous activity, indoors and out. 







indicates quantity of combustible gas build-up 
and loudly warns of dangerous entrat 
aroun ich operations as welding and ele 
tr epair, and when cleaning and repairing 
tan and lines. Ruggedly built for versat 
sery 


For detailed data on these models 
and J-W instruments for fixed in 
stallation, contact the makers of top 
quality products for over 25 years: 


JOHNSON - WILLIAMS, INC. 


Palo Alto 10, California 





Cenadian customers, please write 
SAFETY SUPPLY CO. FLECK BROS. LTD. 
TORONTO, ONT. VANCOUVER, B.C. 


Circle No. 49 on reader service card 
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Fire Detection ... 


Grinnell Co. 

Independent Protection Co., Ini 

Walter Kidde & Co., Inc. 

National Foam System, Ine. 

Notifier Corp. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Inc 
M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


FIRST AID SUPPLIES 


Burn Dressings 

E. D. Bullard Co. 
Chesebrough-Pond’s, Inc. 

Davis Emergency Equipment Co., In: 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 


Pac-Kit Co. 


Burn Medicants 

E. D. Bullard Co. 

Carbisulphoil Co. 

Davis Emergency Equipment Co., Ii 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


First Aid Kits 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Ine 
A. E. Halperin Co., Inc. 

Industrial Products Co. 

B. F. McDonald Co. 

Medical Supply Co. 

Mine Safety Appliances Co. 

Pac-Kit Co. 


Splints 
Orthopedic Frame Co. 
Timmins Splint Co. 


FLUIDS, FIRE RESISTANT 
Hydraulic 
Celanese Corp. of America 
W. S. Darley & Co. 
E. F. Houghton & Co. 
Monsanto Chemical Co. 
Shell Oil Co. - 
Union Carbide Chemicals Co. 


FOAM 
Chemical 
Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp 
Howe Fire Apparatus Co. 
Walter Kidde & Co., Inc. 
National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 
M. L. Snyder & Son, Inc. 


Generators 
American LaFrance Corp. 


Cardox Corp 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

National Foam System, Inc. 
Pyrene—C-O0-Two Div., Fyr-Fyter Co 
M. I Snyder & Son, Ine. 


Liquid 


Akron Brass Mfg. Co 

American LaFrance Corp. 

General Fire Extinguisher Corp 
Globe Automatic Sprinkler Co. 
Walter Kidde & Co., Inc. 

National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Pumps 
John Bean Div., Food Machinery 
& Chemical Corp. 
Cardox orp. 
W. S. Darley & Co. 
Hale Fire Pump Co 
National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 


HOSE 


Chemical 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Corp 
Goodall Rubber Co. 

3. F. Goodrich Co 

Goodyear Tire & Rubber Co 

Hewitt Robins, Inc. 

Mercer Rubber Co. 

National Foam System, Inx 
Pyrene—C-O0-Two Div., Fyr-Fyter Co 
Quaker Rubber Div. 
Raybestos-Manhattan, 
Republic Rubber Div. 
M. L. Snyder & Son, Inc. 


ne 


Cotton 
W. D. Allen Mfg. Co. 
(merican LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 
Boston Woven Hose & Rubber Co. 
John Bean Div., Food Machinery 

& Chemical Corp. 
Buffalo Fire Appliance Corp. 
Fabric Fire Hose Co. 
Fyr-Fyter Co. 
General Fire Extinguisher Corp 
Goodall Rubber Co. 
B. F. Goodrich Industrial Products Co 
Goodyear Tire & Rubber Co. 
Hewitt Robins, Inc. 
Mer er Rubber Co. 
National Foam System, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Quaker Rubber Div. 
Raybestos-Manhattan, Inc. 
Republic Rubber Div. 
M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


High Pressure 
W. D. Allen Mfg. Co. 


JUNE 1958 © OCCUPATIONAL HAZARDS 


American LaFrance Corp. 

American Rubber Mfg. Co. 

John Be in Div . Food Mac hinery & 
( he nie i! { orp 

bi-Lateral Fire Hose Co 

Boston Woven Hose & Rubber ¢ 

Buffalo Fire Appliance Corp 

Fabric Fire Hose Co 

Fede ral Fire Hose Mig Co 

Fyr-Fyter Co 


General Fire Extinguisher Corp 
(,oodall Rubber Co. 

bh. F. Goodrich Industrial Products Co 
Goodyear Tire & Rubber Co 

Hewitt Robins, Inc. 

Me reer Rubber Co 

National Foam System. In 

C-O-Two Div., 
Quaker Rubber Diy. 
{aybestos-Manhattan, Inc 
tepublic Rubber Div 

M. L. Snyder & Son, Inc. 
Wirt & Knox Mig Co 


Pyrene Fvr-Fvyter Co 


Suction 

W. D. Allen Mfg. Co 

(American LaFrance Corp 

American Rubber Mfg. Co. 

John Bean Div., Food Mac hinery 
& Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co 

Buffalo Fire Appliance Corp 

Fabric Fire Hose Co 

Fyr-Fyter Co. 


— 


General Fire Extinguisher Corp 
Goodall Rubber Co. 

B. F. Goodrich Industrial Products Co 
Goodyear Tire & Rubber Co 
Hewitt Robins, Inc 

Howe Fire Apparatus Co. 

Mercer Rubber Co 

National Foam System. Inc 
Pyrene—C-O-Two Div., Fyr-Fyter Cc 
Quaker Rubber Div 
Raybestos-Manhattan, Ine. 

Republic Rubber Diy 

M. L. Snyder & Son, Ine 

U. S. Rubber Co 

Wirt & Knox Mfg. Co. 


Synthetic 

W. D. Allen Mfg. ¢ 
American LaFrance Corp. 

American Rubber Mfg. Co. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co 
Buffalo Fire Appliance Corp 

Fabric Fire Hose Co 

Fyr-Fyter Co. 

Goodall Rubber Co 

B. F. Goodrich Industrial Products Co 
Goodyear Tire & Rubber Co 

Hewitt Robins, Inc. 

Mercer Rubber Co. 

National Foam System, In 
Pyrene—C-0-Two Div., F¥yx-Fyter Co 
Quaker Rubber Diy 
Raybestos-Manhattan, Inc. 

Re public Rubber Div. 

M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 
Wirt & Knox Mfg. ( 


Unlined Linen 


National Foam System, Inc Elkhart Brass Mfg. Co 

Fyr-Fyter Co 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co 

Powhatan Brass & lron Works, In 
Pyrene—C-O-Two Div., Fyr-Fyter Co 
Quaker Rubber Div 

Rockwood Sprinkler Co. 
a M. L. Snyder & Son, Inc. 

W. D. Allen Mfe Co Western Fire Equipment Co. 

Pleat Tae “orate Cup Wirt & Knox Mfg. Co. 

American Rubber Mfg. ¢ Weester Brass Div., Fye-Fyter Ce 

B & M Siren Mfg. Co 


Chas. Niedner’s Sons Co. 

C-0-Two Div., Fyr-Fyter C 
M. L. Snyder & Son, Ine. 

Wirt & Knox Mfg. Co 


HOSE ACCESSORIES 


Adapters 


Pyrene 


John Bean Div., Food Machinery Couplings 
Chemical Corp Akron Brass Mfg. Co 
Buffalo Fire A ppliance Cory W. D. Allen Mfg. Co 


W. S. Darley & Co 


American Rubber Mfg. Co 
Samuel Eastman Co., Inc 


Bar-Way Mfg. Co. 











Circle No. 51 on reader service card for more information 


ALL PURPOSE PROTECTION 


in respiratory emergencies 


STEPHENSON 
“MINUTEMAN” RESUSCITATOR 
oe Dependable Safe 


quick service when breathing accidents 
such as smoke suffocation, gas poisoning, 
nyu, shock, heart attack, eu 
hou id be without this protection 
Write for FREE peers tot or pamphlet 0-304 








ndustria nt 


Weighs only 30 pounds. 260 BANK 


STEPHERSON y IE COPECEIIR 
NEW SERTEY 


Represented in Canada sot Wilson & Cousins, Toronto 




















ANEW BUELL EXCLUSIVE FEATURE! 


a portable 
parts basket 


with the new 
BENCH CAN 


Increases safety and speed 
in cleaning and handling 
small parts! Keeps hands 
out of solvents. Use 
14-gal. or full gal., 
hands stay dry! 
Recessed well in dasher 
stops rolling parts, ends 
“jamming” under rim. 
7” well, 7!” dasher. 
Cleans larger pieces, too! 


Your Dependable Local 
Industrial Distributor has: 








waste cans 








=. i 
suffalo Fire Appliance Corp. 3 ‘S| 
Federal Fire Hose Mfg. Co. Dept. = <4 
Fyr-Fyter Co. AL-68 78 =" 
General Fire Extinguisher Corp —1 & aA 
Goodall Rubber Co. 

Circle No. 50 on reader service card for more information 
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Wirt & Knox Mfg. Co. 


5 A Pe Pen 





Expansion Rings (Brass) 


wv 


M-S-A CHEMOX.® Complete breath- 
ing protection in oxygen-deficient or un- 
breathable atmospheres. Pure oxygen, 
released from the replaceable chemical 
canister the instant the weorer breathes, 
continues automatically in accordance with 
the breathing demands. Minimum of 45 
minutes’ protection under rugged working 
conditions. 

The Chemox is light—only 13% pounds; 
comfortable. Canisters can be stored in- 
definitely—are always ready. M-S-A 


“Cleartone” Speaking Diaphragm, permits 
clear communication between mask wearers. 


M-S-A AIR-MASK. Designed for 
respiratory protection and comfort in un- 
breathable atmospheres. Supplies air or 
oxygen in exact accordance with breathing 
needs. During exhalation, the flow ceases 
—an economy measure that greatly length 
ens service life. Construction details include 
—large, well-defined figures on pressure 
gauge .. . high pressure hose made of 
wire-inserted neoprene redesigned 
cylinder valve connects directly to the 
cylinder; provides greater service, less 
maintenance nylon harness resists 


chemicals and water. 


M-S-A “ALL-SERVICE” MASK.® 
For fire-fighting efforts in air contaminated 
with smoke and gas, but where sufficient 
oxygen is present to support life, the “All- 
Service” Mask assures dependable breath 
ing protection to the wearer. Unit is de 
signed for freedom of movement and wear 
ing comfort. “All Vision” facepiece, com- 
bined with M-S-A “Cleartone” Speaking 
Diaphragm for clear speech transmittal are 
additional features that make this mask 
ideal for effective fire fighting. Each “‘All- 
Service” mask comes in a strong carrying 
case; ample room for extra canisters. 





INCREASE YOUR FIRE-FIGHTING EFFICIENCY 
AND SAFETY WITH PROVED M-S-A’ EQUIPMENT 


Providing your plant fire department 
with the best possible equipment is 
a big step forward in fire-fighting 
speed and safety. Workmen, con- 
fident of the equipment they wear 
and have available in case of in- 
jury, concentrate fully on the job 
to be done. ,M-S-A products for 
Fire Departments are known every- 
where for the confidence they give 
to fire-fighters. Some of our equip- 
ment is illustrated and described 
here. If you would like complete 
information, write for our Fire De- 
partment Catalog. You'll 

find it profitable reading. Kf 





Cail the M-S-A man on your every safety 


problem .. . his job is to help you 


i 
Hl 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, Pa. 
At Your Service: 76 Branch Offices in the United Stotes 
MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 
Toronto, Montreal, Calgary, Edmonton, Winnipeg, 
Vancouver, Sydney, N.S. © Representatives in Princi- 
pol Cities in Mexico, Central and South America 
Cable Address: “MINSAF” Pittsburgh 


M-S-A STREAMLINED FIREMAN’S HELMET 


Molded laminated plastic shell takes bumps 
and blows; withstands water, oil, heat; provides 
high dielectric strength. Streamlined design; 
shields are of tough, full-grained leather; zipped- 
in winter liner for all-weather comfort. 


M-S-A FOILLE SPRAY KIT 

Four aerosol sprays for quick, effective cpplica- 
tion to burned areas. Aerosol application is fast, 
effective, always ready. Contains a complete 
assortment of first aid dressings and accessories. 
Weatherproof steel case. 





M-S-A PNEOLATOR 


Assures maximum chances of recovery in all 
cases of orrested breathing. Automatically pro- 
vides oxygen at preselected amount, pressure. 
No suction cycle—exhalation takes place by 
normal passive return of respiratory muscles. 





M-S-A FIRST AID KIT 


Unit packages are individually wrapped in tear- 
taped cellophane to protect against dirt, dust 
and moisture. All-weather steel case design. 
Treatments contained in unit packages for quick 
location, individual treatment. 


Circle No. 52 on reader service card for more information 
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Hose Accessories .. . 


John Bean Div., Food 
Chemical Corp. 

Boston Woven Hose & Rubber Co 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. 

Fyr-Fyter Co. 

Goodall Rubber Co 

B. F. Goodrich Industrial 

Hewitt Robins, Inc 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-0-Two Div., Fyr-Fyter Co. 

Quaker Rubber Div. 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


Machinery & 


~ 


Products Co 


1720 


Wirt & Knox Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co 


HOSE APPLIANCES 
Clamps 
Akron Brass Mfg. Co 
W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co 
Boston Woven Hose & Rubber C 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co 
Fyr-Fyter Co. 
Howe Fire Apparatus Co. 
Brass & lron Works, In 
Pyrene—C-O-Two Div., Fyr-Fyter Co 
M. L. Snyder & Son, Inc 
Wirt & Knox Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Powhatan 


Expansion Rings (Brass) 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Woven Hose & Rubber Ce 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

B. F. 
Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Ine. 
Pvrene—C-0-Two Div., Fyr-Fyter Co. 
(Quaker Rubber Div 

M. L. Snyder & Son, Inc. 

Western Fire Equipment Co. 

Wirt & Knox Mfg. Co. 

Wooster Brass Div.. Fyr Fyte r Co 


Boston 


Goodrich Industrial Products Co, 


Holders 
Akron Brass Mfg. Co 





Wooster Brass Div., Fyr-Fyter Co 


Expanders 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliance Corp. 

W. 5. Darley & Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc. 

Wooster Brass Div., Fyr-Fyter Co 


Spanners 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp 

Atlas Safety Equipment Co., Ine. 
suffalo Fire Appliance Corp 

Elkhart Brass Mfg. Co 

Fyr-Fyter Co. 

Bb. F. Goodrich Industrial Products Co 
Howe Fire Apparatus Co 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O0-Two Div., Fyr-Fyter Co 
Western Fire Equipment Co. 

Wooster Brass Div., Fyr-Fyter Co 
Valves 

Akron Brass Mfg. Co. 

Buffalo Fire Appliance Corp 

Samuel Eastman Co., Ine 

Elkhart Brass Mfg. Co 

Fyr-Fyter Co. 

Grinnell Co., Inc 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-O-Two Div., Fyr-Fyter Co 
Wirt & Knox Mfg. Co. 


Wooster Brass Div., Fyr-Fyter Co 


Wrenches 

Akron Brass Mfg. Co 

W. D. Allen Mfg. Co 

American LaFrance Corp 

American Rubber Mfg. Co. 

Buffalo Fire Appliance Corp 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc. 
Pyrene—C-0-Two Div., Fyr-Fyter Co 
M. L. Snyder & Son, Inc 

Western Fire Equapment ¢ 
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A nightmare? Perhaps. But it c 
Many of the most serious fir 
and over 
may 


es OTe 
holidays. If your 
sleep or skip rour 


ends 
V ised he 


disaster 


Prevent your nightmares from comit 


your watchman with 
Watchclock System. The Guardsmar 
proof, minute-by-minute record of h 
him alert and on the job 

Write or telephone 
DETEX can protect 


a 


~ 


“ 


a tape recorallr 


today for t 
vour plant, lower 


FREE INSPECTION |s your 


sealed? A DETEX 


nspector 


to insure that your plant has 


= < 


! 

| Detex Watchclock Corp. 
' 

1 Please send me complete informat 
: You may send a DETEX irspector 
1 plant protection needs 

! 

! I cessersevesnasisisenesetencescensoranaetiia 

1 

; Compaay 

; Address 

i Title 

i 

—<—“<“—<“ “en Oe eR ee ee ee ee 


Circle No. 53 on reade 





A 2:00 AM call: “The plant is on fire”. 
to find your future going up in smoke. 


g DeteX Guardsman 


watchman s tour giving yOu moximum protection? Are 
your clocks adequate, register 


You arrive 


too often. 


gent, ON Weer 
tchman is unsupel 
Result possible 


Supervise 


gives you a4 tamper 


IS activities keeps 





how 
nsurance premiums, 


vWormation on 


Underwriters 


Laboratories 
and Factory Mutual Approved 


keys in good order, and station-box screws properly 
~ be giad to make a free, no-obligation analysis 
maximum protection. Write or telephone today. 


' 
' 
! 
' 
' 
' 
i 
' 
' 
! 
' 
' 
' 
1 
! 
' 
1! 
' 
' 
! 
i] 
' 
' 
' 
' 
' 
' 
' 
! 
‘ 


76 Varick Street, New York 


on about the GUARDSMAN tape-recording watchclock 


to make a free, no-obligation survey of our 


Find Your Neorest 
OETEX inspector 
n The 


Yellow Pages 


0-6 


* service card for more information 
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Circle No. 54 on reader service card for more information 


Convert 
Station 





Wagons 
to 
Emergency 


Vehicles 








Complete equipment for all vehicles 
Cots, stretchers for every plant need 


Made of finest Alcoa aluminum 


FOR 60 YEARS THE MOST DEPENDABLE 
SOURCE FOR COTS AND STRETCHERS 


THE Bomgardner 


MANUFACTURING CO. 
P. O. BOX 567 EDGEWATER BRANCH 
CLEVELAND 7, OHIO 





1 AN egng are 
ee 


INSIST ON 


EAGLE 


SAFETY CANS 


Approved by Underwriters 
Laboratories & Factory Mutual 


TRIGGER 
TYPE 
1 qt., 2 qt. 


1 gal. 


Ne 


cL Re OOP a EE EEE ee ee Oe 


FREE-SWING 
TYPE 
2/2 and 5 gal. 








eeeeoeeese?etees¢ @ 


¢ Available in 5 sizes 
from 1 qt. to 5 gal. 

* No waste, no splash, 
no spill 

¢ Strong quality 
struction 

© Self-adjusting guard 
cap prevents leakage 

¢ Safe for handling flam- 
mable liquids 


con- 





Order from your supplier or write us for 
information. 


able in Canada. 


MANUFACTURING COMPANY © Wellsburg, W. Va. | 


Eagle products are also avail- 







S, 


Serving Industry Since 1894 





Circie No, 55 on reader service card for more information 



















Hose Appliances .. . 


W D Allen Mfg. Co. 

\merican LaFrance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc 
Pyrene—C-O-Two Div., Fyr-Fyter Co 
Wooster Brass Div., Fyr-Fyter Co. 


Increasers 


Akron Brass Mfg Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

W. S. Darley & Co. 

Samuel Eastman Co., Inc 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co 

Howe Fire Apparatus Co. 

Powhatan Brass & Iron Works, Inc 
Pyrene—C-0-Two Div., Fyr-Fyter Co 


Wirt & Knox Mfg. Co. 


Reducers 


Akron Brass Mfg. Co 

W D Alle n Mfg. Co. 

\merican LaFrance Corp 

W. S. Darley & Co. 

Samuel Eastman Co., Inc 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co 

Howe Fire \pparatus Co. 
Powhatan Brass & Iron Works, Inc 
M. L. Snyder & Son, Inc. 
Western Fire Equipment Co 
Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co 


Siamese Fittings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co 

Buffalo Fire Appliance Corp 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co 

F. N. MeIntire Co 

Powhatan Brass & Iron Works, In 
»*vrene—C-0-Two Div., Fyr-Fyter Co 
M. L. Snyder & Son, In 

Western Fire Equipment Co 

Wirt & Knox Mfg. Co 

Wooster Brass Div., Fyr-Fyter Co 


HOSE CABINETS 


Drying 

Circul-Air Corp 
Neep Equipment Co 
Storage 

S. G. Adams Co. 

W. D. Allen Mfg. Co 


\utomatic Sprinkler Corp. of America 
Cireul-Air Corp. 

Elkhart Brass Mfg. Co 

Fyr-Fyter Co. 

General Fire Extinguisher Corp 
Globe Automatic Sprinkler Co 

M. L. Snyder & Son, Inc. 

Wirt & Knox Mfg. Co. 


HOSE CARTS, RACKS, REELS 


Carts 














Hose Carts, etc. ... 


W. D. Allen Mfg. Co. 

American Rubber Mfg. Co 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Powhatan Brass & Iron Works, 
M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


Racks 


5S. G. Adams Co 

W. D Alle n Mfg. Co 
American Rubber Mfg. Co 
Buffalo Fire Appliance Corp 
Circul-Air Corp. 

Elkhart Brass Mfg. Co. 
Fyr-Fyter Co 

General Fire Extinguisher Corp 
Walter Kidde & Co., Inc 
Powhatan Brass & Iron 


In 


Works, In 


Pyrene—C-O-Two Div., Fyr-Fyter Co. 
M. L. Snyder & Son, Inc 

Wirt & Knox Mfg. Co 

Reels 

S. G. Adams Co 

W. D. Allen Mfg. Co 


American Fire Apparatus Co 
American Rubber Mfg. Co 
Ardmore Products 
John Bean Div., 
Chemical Corp. 


Food Ma hine ry & 
Buffalo Fire Appliance Corp 

Elkhart Brass Mfg. Co 

Fyr-Fyter Co 

General Fire Extinguisher Corp 
Clifford B. Hannay & Son, Inc. 


Walter Kidde & Co., In 
Powhatan Brass & Iron Works, Inc 
Pyrene—C-O-Two Div., Fyr-Fyter Ci 


Sanford Fire Equipment Corp. 
M. L. Snyder & Son, Inc. 
Wirt & Knox Mfg. Co. 


IDENTIFICATION 


Badges, Insignia 


S. G. Adams Co. 
American Emblem Co., Inc 
Award Incentives, Inc. 

V. H. Blackinton & Co., Inx 


C. G. Braxmar Co., Inc. 
Cairns & Brother, 
Dieges & Clust 
Fyr-Fyter Co. 
Johnson-National Insignia Co., 
Jas. H. Matthews & Co 

Metal Arts Co., Inc 

J. F. Novak Co. 

Schwerdtle Stamp Co 
Williams Jewelry & Mfg. Co 
Wooster Brass Div., Fyr-Fyter Co. 


Inc. 


In 


LADDERS 


Meta 


Aluminum Ladder Co 
John Bean Div., Food 
Chemical Corp 
Duo-Safety Ladder Corp 
Fyr-Fyter Co. 
Howe Fire Apparatus Co. 
Maxim Motors Co. 
Metallic Ladder Mfg. Corp 
Newark Ladder & Bracket Co., 
Peter Pirsch & Sons Co 
Howard B. Rich, Inc 


Machinery & 
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Seagrave ( orp 


Rope 


Atlas Safety Equipment Co., Inc 
Newark Ladder & Bracket Co., Inc 
M. L. Snyder & Son, Inc. 


Wood 


American LaFrance ¢ orp. 

John Div., Food 
Chemical Corp 

Duo-Safety Ladder Corp 

Goshen Mfg. Co., Inc. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Newark Ladder & Bracket Co., In 

Peter Pirsch & Sons Co. 

Howard B. Rich, Inc 

Seagrave Corp 


Bean Machinery & 


LIGHTS 
Emergency Lighting Units 


\merican Optical Co 

Carpenter Mfg. Co. 

Electric Cord Co. 

Exide Industrial Div., 
Battery Co. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Julian A. McDermott Corp. 

Perkins Battery Co. 

Pyle-National Co. 

M. L. Snyder & Son, Inc. 

U-C Lite Mfg. Co. 

Flares 

Julian A. McDermott Corp. 

Perkins Battery Co. 

U-C Lite Mfg. Co. 


Electric 


Storage 
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“OD 


{ 


man 


PLL 


avewer 


S71179YMS INIGO 


@ 'C-Thru" plastic window shows 
contents at a glance! 

® Cellophane outer wrapper pro- 
tects fully. 


@ Scored cover 
easy access 


folds back for 


@ Opens easily with red pull-tab. 


@ ‘Red line" signals open pack- 
age. 


C-Thru 
Antiseptic Swabettes: 


ants aiways 


‘ 


’ sidie 


easy to break seal 
smooth flow. lodine divid 
odine, Merthtolate tubes 


Zephiran Chloride, etc 








DIVISION 


UNIT SYSTEM 
OF FIRST AID 


ng, ea 


NEW DAVIS 





WITH 


QUICK INSPECTION WINDOW 


eS —, 





All standard Davis First Aid Kits 
now available with ‘‘C-Thru” units. 


ALSO “C-THRU” Plastic Swabettes and Unettes 


r 
* 
C-Thru — 
Wound Cleanser C-Thru 
Synol~ Soap): Burn Ointment Unettes: 
al treatment ‘‘One shot’’ easy to open 


and apply. Boric Acid, 


Smooth flow- 
$y Petrolatum, Tannoid, etc. 


y to apply 





Send for Bulletin No. 333 


DAV TS tcusmeny sees en 


Halleck Street, Newark 4, New Jersey 


Circle No, 56 on reader service card for more information 
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Do You Have Fire Fighting Equipment 
To Control All Types of Industrial Fires? 


No. 2 of a series of questions and answers 
vital to your plant's fire security. 


Oil Fires are common because of 
widespread use of oils in manufactur- 
ing. Oil pans, for example, found near 
cutting machines, are a constant haz- 
ard. Oil fires do not usually start in 
the machines themselves, but machin- 
ery does become involved in the 
flames. Quick-acting, true high pres- 
sure fog extinguishes the fire prompt- 
ly, cools the metal of the oil pan to 
prevent flash-back, and protects the 
machinery. The use of true high pres- 
sure fog keeps water damage to a 
minimum, because more of the water 
absorbs heat and is turned into steam, 
compared with the excessive water 
damage caused by volume streams 


Tank Fires usually start small but 
can wipe out an entire plant if not 
brought under quick control. Fire 
breaking out in a drip pan located 
near the ceiling can ignite a combus- 
tible ceiling and spread rapidly. John 
Bean's true high pressure fog, with a 
reach of 60’ or morg, will prevent 
spreading of the fire, and can ‘be de- 
flected downward from the ceiling to 
extinguish the fire in the drip pan 


Petroleum Spill Fires are partic 
ularly hazardous because the inflam- 
mable liquid must be extinguished 
and also be kept from igniting other 
ccembustible liquids stored nearby. 
John Bean's true high pressure fog 
isolates the flame from the source of 
fuel and at the same time, attacks and 
extinguishes the fire. 


Ventilator Stack Fires often en- 
ter a stack on a lower floor and fol- 
low the stack out through the roof 
True high pressure fog kills the fire at 
its source, changes to steam, and fol- 
lows the fire up the stack. 


Yard Type Fires, including fires 
in grass and brush, small buildings, 
lumber piles, refuse containers, etc., 
may be brought under control in sec- 
onds with the three-way punch deliv- 
ered by true high pressure fog 


Electrical Fires can be fought 
effectively and safely with John 
Bean's true high pressure fog. Exten- 
sive laboratory tests with water of 
average mineral content indicate safe 
use of high pressure fog within five 
feet of 15,000 volt lines with the gun 


in wide cone, “fogging” position. 
When gun is in the “far reach” posi- 
tion, the safe distance was ten feet 
from a 15,000 volt line. As an added 
safety precaution, the operator can 
fight the electrical fire 60 feet from its 
source with the gun in “full reach” 
position. 


What Is True 
High Pressure Fog? 


True high pressure fog is not to be 
confused with low pressure fog (500 
psi and lower at the gun) or extreme- 
ly high pressures (1000 psi and above 
at the gun). Its positive 3-way action 
(1) cools the fire by absorbing heat, 
(2) smothers the fire by displacing the 
available oxygen with steam, and (3 
isolates the fire by separating burning 
gases from the fuel source. 


True high pressure fog’s greatest effi- 
ciency and fire fighting effectiveness 
is reached at 650-750 psi at the gun 
John Bean's original true high pres- 
sure fog is water under 850 pounds of 
pressure or more at the pump, con- 
verted to fog particles by controlled 
release (at 650-750 psi at the gun), 
through a special, patented fog fire 
gun. 

















A complete John Bean true high pressure 
fog fire apparatus, compactly designed 
and built with a short turning radius to 
maneuver through factory aisles with ease 


WRITE TODAY FOR FREE NEW BOOKLET, 
“CONTROLLING INDUSTRIAL FIRES WITH 
JOHN BEAN TRUE HIGH PRESSURE FOG 





For more information about 
mobile or stationary high pres- 
sure fog fire fighters write In- 
dustrial Sales Dept., John Bean 
Division, Food Machinery and 
Chemical Corp., Lansing 4 
Michigan. 
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Lights . 


Flood 

Arguslite Co. 

Benjamin Electric Mfg. Co. 

Carpenter Mfg. Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Julian A. McDermott Corp. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

Pyle-National Co. 

Safety First Supply Co. 


Hand 

Arguslite Co. 

Stewart R. Browne Mfg. Co., Inc 
( arpenter Mfg. Co. 


W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Howe Fire Apparatus Co. 

Justrite Mfg. Co. 

Julian A. McDermott Corp. 

McGill Mfg. Co., Inc. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

U-¢ Lite Mfg Co. 


Searchlights 


( arpenter Mfg. Co 
Howe Fire Apparatus Co. 


Julian A. McDermott Corp 

Perkins Battery Co. 

Warning 

Arguslite Co 

( arpenter Mfg. Co. 

Davis Emergency Equipment Co., Inc 
Exide Industrial Div., Electric Storage 


Battery Co 
Federal Sign & Signal Corp 
Howe Fire Apparatus Co. 
Justrite Mfg. Co. 
Julian A. McDermott Corp. 
Mars Signal Light Co. 
Perkins Battery Co 
Pyle-National Co. 
U-C Lite Mfg. Co. 


MOTOR APPARATUS 


CO, Trucks 
(American LaFrance Corp 
Ansul Chemical Co 


Cardox Corp. 

General Fire Extinguisher Corp 
Howe Fire Apparatus Co. 

Walter Kidde & Co., Inc. 

Maxim Motor Co. 

Peter Pirsch & Sons Co. 
Pyrene—C-0-Two Div., Fyr-Fyter Co 
Seco Engineering & Mfg., Inc. 
Universal Fire Apparatus Corp. 


Dry Chemical Trucks 


Ansul Chemical Co. 


Foam Trucks 

American LaFrance Corp. 
Cardex Corp. 

General Fire Extinguisher Cor, 
Howe Fire Apparatus Co 
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Motor Apparatus .. . | What's the 


vir gd BREATHING HAZARD 


Maxim Motor Co ; 
National Fos Svstem. Inc , 2 
ser Peach & Seen Cs. nm your Industry. 
Progress Mfg. Co. - FS 
Pyrene C.0-Two Div Fyr-Fyter Ce 
Seagrave Cory 

Seco Engineering & Mfg.. | 

W. J. Thiele & Sons Co 

l niversal Fire Apparatus Cory 


Pumpers 


\merican Fire Apparatus Co 

(American LaFrance Cory 

John Be an Div.., Food Machinery 
Chemical Cory 

Blitz Buggy Co 

Boardman Co 

W. S. Darley & Ce 

General Fire Extinguisher Cory 

Howe Fire \pparatus Ce 

Mack Trucks, In 

Maxim Motor tr 

Neep Equipment Ce 





()ren Roanoke Cory 





of 0 ) | FUMES ? CHEMICALS ? 
Sar ire Equipment Cory 

Seagrave Corp 

-eco Eng ring & Mfg 


eco Engi In 7 . 
wi thetsmes” | The Scott Air-Pak changes 
Universal Fire (Apparatus Co 

| them all to a pure ocean hreeze 


Valley Fire Truck Ce 


Tank Trucks | Yes, whatever the breathing hazard, the man —>>. 

whose job it is to enter these atmospheres, \ 
American LaFrance Cory 1 , } } 
: : breathes only pure, safe, cool air when he is : 
Boardman Co. 


equipped with the modern Scott Air-Pak. 

a Dae nag el . The Scott Air-Pak uses certified, compressed 
. vi air, therefore maintenance cost is exceedingly 

Mack 1 Ine low as compared to other types of breathing 

Maxim Motor ( equipment. Scott Air-Paks give the greatest 

National Foam Syste protection at the lowest cost 

Neep Equipment Co 


Oren Roanoke ( orp 

Peter Pirsch & Sons Co 
Progress Mfg. Co., Inc. 
Sanford Fire Equipment Cory 





[here is a Scott Air-Pak to meet every 
breathing requirement Let us give you 
the complete story. Write us, or ask your 
nearest Scott distributor for the booklet, 


Seagrave Corp Scott Air-Paks Save Money, Man Hours 
Seco Engineering & Mfg., In a’ d Men for Industry. 
Sharpsville Steel Fabricators, Ir 








Universal Fire Apparatus Co Bureau of Mines Approval No. 1308 


“VISIBILITY UNLIMITED with the 
incomparable SCOTTORAMIC Mask’ 


[he new Scottoramic Mask adds another life-saving fea- 
ture to the Scott Air-Pak. It affords unlimited vision in all 
directions for maximum safety — no old-fashioned “blind 
spots” to get the wearer into trouble. 


Trailerized Equipment 


American LaFrance Cory 

Ansul Chemical Co 

John Bean Div., Food Machinery & 
Chemical Corp 

Cardox Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co 

Kalamazoo Mfg. Co. 

Walter Kidde & Co., Inc 

Mack Trucks, Inc. 

Maxim Motor Co 

National Foam System. Inc i a 





SAFETY TPMENT DIVISION 
Porto Pump, In 
Preakness, Inc. 


L Fon 
Pyrene—C-0-T Di Fyr-Fyter ¢ SCOTT A 1A ATION CORP. 
Sanford fire Sateen ad “ 229 ERIE STREET LANCASTER, N. Y. 


{ niversal Fire Apparatus Corp Canada: Safety Supply Co., Toronto — Branches in principal cities 
Wirt & Knox Mfg. Co. Export: Southern Oxygen Co., 250 West 57th Street, New York 19, New York 
Circle No. 58 on reader service card for more information 
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NOZZLES Automatic Sprinkler Corp. of America Rais 


ler Sprinkler Div. 


John Bean Div., Food Machinery & Reliable Automatic Sprinkler Co., Inc 
Cellar Pipe Chemical Corp. Rockwood Sprinkler Co 
Akron Brass Mfg. Co Blaw-Knox Co. M. L. Snyder & Son, In 
Buffalo Fire Appliance Corp. Buffalo Fire Appliance Corp. Star Sprinkler Corp. 
Elkhart Brass Mfg. Co. Cardox Corp. Western Fire Equipment Co. 
Fyr-Fyter Co. Elkhart Brass Mfg. Co. Wirt & Knox M fg. Co. 
Howe Fire Apparatus Co. Fyr-Fyter Co. Wooster Brass Div., Fyr-Fyter C 
F. N. McIntire Co. Globe Automatic Sprinkler Co. 
Powhatan Brass & Iron Works, Inc. Grinnell Co. Heavy seem 
Pyrene—C-0-Two Div., Fyr-Fyter Co. Howe Fire Apparatus Co. \kron Brass Mig. Ce 
Rockwood Sprinkler Co. F. N. McIntire Co. \merican LaFrance Corp. 
Western Fire Equipment Co. National Foam System, Inc. (American Rubber Mfg. Co, 
Wooster Brass Div. Fyr-Fvter Co. Powhatan Brass & Iron Works, Inc. Buffalo Fire Appliance Corp . 
re Pyrene—C-0-Two Div., Fyr-Fyter Co. Samuel Eastman Co., In: 
Deluge Sets Rockwood Sprinkler Co. Elkhart Brass Mfg. Ci 
Akron Brass Mfg. Co. M. L. Snyder & Son, Inc. Fyr-Fyter Co. 
American LaFrance Corp. Star Sprinkler Corp. Howe Fire Apparatus Co 
Automatic Sprinkler Corp. of America F. N. McIntire Co. 
Blaw-Knox Co. Fog Powhatan Brass & Iron Works, Inc. 
Buffalo Fire Appliance Corp. Akron Brass Mfg. Co. Rockwood Sprinkler Co. 
Samuel Eastman Co., Inc. W. D. Allen Mfg. Co. M. L. Snyder & Son, Inc 
Elkhart Brass Mfg. Co. American Rubber Mfg. Co. Wirt & Knox Mfg. Co 
Fyr-Fyter Co. Army’s Fire Service Wooster Brass Div., Fyr-Fyter Cc 
Globe Automatic Sprinkler Co. Automatic Sprinkler Corp. of America 
Grinnell Co. John Bean Div., Food Machinery & Pipes, Play 
Howe Fire Apparatus Co. Chemical Corp. Akron Brass Mfg. Co 
Powhatan Brass & Iron Works, Inc. Blaw-Knox Co. W. D. Allen Mfg. Co. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. Buffalo Fire Appliance Corp. American I aFran e Corp. 
Raisler Sprinkler Div. < & Cardox Corp. American Rubber Mfg. Co. 
Reliable Automatic Sprinkler Co., Inc. Elkhart Brass Mfg. Co. Buffalo Fire Appliance Cory 
Rockwood Sprinkler Co. Fe deral Fire Hose Mfg. Co. Samuel Eastman ( o., Inc. 
Star Sprinkler Corp. Fyr-Fyter Co. Elkhart Brass Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co. General Fire Extinguisher Corp Federal Fire Hose Mfg. Co 
aie Grinnell Co. Fyr-Fyter Co 
Foam Howe Fire Apparatus Co. Howe Fire Apparatus Co 
Akron Brass Mfg. Co. F. N. McIntire Co. F. N. McIntire Co. 
American LaFrance Corp. Globe Automatic Sprinkler Co. Powhatan Brass & Iron Works, Inc 
Army’s Fire Service Powhatan Brass & Iron Works, Inc. Pyrene—C-O0-Two Div., Fyr-Fyter Co 








the finest, most accessible, 
easiest-to-work-in 
FIRE RESCUE SUIT 
on the market today! 


Wh GifAA , i AAyAiAi * 
SENT 11 | 


a.v.e.s. Safety Film Reviews 
Can Save You Money 


Know for sure the film you select 
fits your safety training needs. Merely 
using the title as a guide too often 
results in a waste of employees’ time 
and needless expenditures. 


a.v.e.s., Inc., now offers five reports 
monthly summarizing safety films. 
Each report evaluates one film on 
814" x 11” punched paper suitable for 
easy indexing. 
































by WHEELER 


ANOTHER eeler EXCLUSIVE! 


Here is the result of over 40 years’ experience in 
rescue suit development. The Fire King is proven 
in actual use and has been accepted by industrial 
and civic fire fighting units. The exclusive 
Wheeler design means superior protection for 
you. Fire King can be put on faster, permits more 
body ‘freedom, and resists fire better. It’s un- 
doubtedly the best fire suit you can buy. 
Fight Fire with Fire King. 


You can be sure of the film’s con- 
tents before viewing, for the evalua- 
tion board collaborating on each re- 
view is comprised of nine well-quali- 
fied men whose cumulative experience 
in plant safety, personnel work, train- 
ing, and engineering exceeds 200 years. 

The $25 subscription entitles you to 
50 safety film summaries during the 
year, issued at the rate of five monthly 
from September through June. (No 
reports issued during July and Au- 
gust. ) 

Safety directors know from experi- 
ence that one quick, accurate film 
choice a year would pay the subscrip- 
tion cost. 

CONTACT YOUR WHEELER DEALER OR WRITE DIRECT 


Write today to 
* Design Patented — Trade Mark Registered 

















Fast, portable case. Wall a.V.e.S., Inc. 
WHEELER PROTECTIVE APPAREL, INC. [EXMdMerabaemaehii 1316-17 St., Niegere Falls, N.Y. 
228 W. Huron Street Chicago 10, Illinois shown with air consi 
Circle No. 59 on reader service cord for more information Circle No. 60 on reader service card +-—> 
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“UTOMaTIC spRynKLEr® 


one call can bring them 


Coordinated 





for your complete 


fire protection 








BRANCHES 


ATLANTA DALLAS NEWARK ROCHESTER 

BALTIMORE DETROIT PHILADELPHIA SAN FRANCISCO 
BOSTON LOS ANGELES PITTSBURGH SEATTLE 
CHICAGO NEW YORK 


REPRESENTATIVES AND 


PORTLAND HAMILTON, ONT. 


2/ 


i representative of any one of these famous brands 
J most complete line of fire protection products 
id services ever offered! They are all coordinated under 
ngle organization to provide you with dependable 
nt, application experience and professional 

for protection against every fire hazard. 
high-quality, competitively-priced equipment in- 
approved fire extinguishers; automatic sprinkler 
carbon dioxide, dry chemical and foam sys- 
hose, nozzles and couplings; industrial and 


emc fre 
Viiis, iit 


municipal fire alarm systems; and accessory fire depart- 


ment supplies including ladders, sirens, clothing, breath- 
ing apparatus, first aid kits, etc. 

Look for these famous brand names, sold through 
fire equipment specialty firms and leading industrial dis- 
tributors. Consult the yellow pages of your telephone 
directory under “Fire Protection Equipment” or write 
to The Fyr-Fyter Company, Dayton 1, Ohio. 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 
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FREE ENGRAVING 
ON ALL TROPHIES 


PURCHASED FROM National 
WORLD'S FINEST TROPHIES 





FREE CATALOG 


NATIONAL 


TROPHY SALES INC. 


75 W. VAN BUREN ST. 
CHICAGO, ILL, DEPT, OH-! 














Industrial and Municipal 


Brass Fire Fighting 
Equipment 


by POWHATAN 


Manufacturers of a 

complete line. includ- 

ing: 

1. Fire Hose Nozzles 

2. Hose Couplings 
Appliances 


Siamese and ( 


tions 
Same Location Since 1892 


Our complete Catalogue A w 





be sent upon request 





POWHATAN 


BRASS and IRON WORKS 
Ranson, W. Virginia 
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Nozzles ... 


Rockwood Sprinkler Co 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co. 
Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Shut Off 


Akron Brass Mfg. Co, 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 
Buffalo Fire Appliance Cor; 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co 
Fyr-Fyte r Co. 

Howe Fire Apparatus Co. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc 
Pyrene—C-0-Two Div., Fyr-Fyter Co 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 
Western Fire Equipment Co 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co 


Spray (Water) 


Akron Brass Mfg. Co 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 

John Bean Div., Food Machinery 
Chemical Corp. 

Boston Woven Hose & Rubber Co 

Buffalo Fire Appliance Corp 

Cardox Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co 

Grimes Sprinkler Div. 

Grinnell Co., Inc. 

Howe Fire Apparatus Co 

F. N. McIntire Co. 

National Foam System, Inc. 

Powhatan Brass & Iron Works, Inc. 

Pyrene—C-O-Two Div., Fyr-Fyter Co. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., In 

Rockwood Sprinkler Co. 

D. B. Smith & Co., Inc. 

Star Sprinkler Corp 

Viking Corp. 

Western Fire Equipment Co 

Wirt & Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


“ 


Spray (Other) 

Akron Brass Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp 

Fyr-Fyter Co. 

Grimes Sprinkler Div. 

F. N. McIntire Co. 

Powhatan Brass & Iron Works, Inc 

Raisler Sprinkler Div. 

D. B. Smith & Co., Inc. 

Wooster Brass Div., Fyr-Fyter Co 


OXYGEN REVIVING 
APPARATUS 


Inhalators 


Somgardner Mfg. Co. 
Continental Hospital Industries 


Cycle-Flo Co. 

W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc 
Geo W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
National Cylinder Gas Co. 
Oxygen Equipment & Service Co. 
Safety First Supply Co. 

Scott Aviation Corp 

Stephenson Corp. 


Resuscitators 


Bomgardner Mfg. Co. 
Continental Hospital Industries 
W. S. Darley & Co. 

Davis Emergency Equipment Co., Inc 
Geo. W. Diener Mfg. Co. 

E & J Mfg. Co. 

J. H. Emerson Co. 

Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
National Cylinder Gas Co. 
Oxygen Equipment & Service Ce 
Stephenson Corp. 


PUMPS 


Fire Apparatus 

American Fire Apparatus Co. 

American Fire Equipment Co 

American Fire Pump Co. 

American LaFrance Corp. 

Barnes Mfg. Co. 

John Bean Div., Food Machinery & 
Chemical Corp. 

W. S. Darley & Co 

Fairbanks, Morse & Co. 

General Electric Co. (turbines) 

Genera! Fire Extinguisher Cory 

Hale Fire Pump Co 

Howe Fire Apparatus 

Inge rsoll Rand Co 

National Alarm Corp 

Peerless Pump Div., Food Machinery 
& Chemical Corp 

Porto Pump, Inc. 

Seagrave Corp. 

WV aterous Co. 


Hand 


Blackmer Pump Co. 
Buffalo Fire Appliance Corp 
Fyr-Fyter Co. 

Protectoseal Co 

D. B. Smith & Co., Inc. 
Tokheim Corp. 

Western Fire Equipment Co 


High Pressure 


American Fire Pump Co. 
John Bean Div., Food Machinery & 
Chemical Corp. 
W. S. Darley & Co. 
Fairbanks, Morse & Co. 
Hale Fire Pump Co. 
Howe Fire Apparatus Co 
Ingersoll-Rand Co. 
Porto Pump, In: 
Seagrave Corp. 
Waterous Co. 
Worthington ¢ orp 
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Pumps .. . 


Portable 
American Fire Pump Co. 
Barnes Mfg. Co 
John Bean Div., 
Chemical Corp. 
W. S. Darley & Co. 
Fairbanks, Morse & Co. 
Hale Fire Pump Co. 
Howe Fire Apparatus Co. 
Parco Products Co. 
Porto Pump, Inc. 
Protectoseal Co. 
D. B. Smith & Co., 
Tokheim Corp. 


Food Machinery & 


Inc 


RADIOS 


Portable 

Bendix Radio Div 

Motorola Communications & Electronics, 
Inc. 

Radio Corp. of America 






Two-Way 


Be ndix Radio Div. 

Motorola Communications & Electronics 
Ine. 

Radio Corp. of America 


RESCUE EQUIPMENT 


Atlas Safety Equipment Co., Inc 
Mine Safety Appliances Co 

C. D. Pike & Fire Hook Mfg. Co. 
H. K. Porter, Ine. 

Safety Clothing & Equipment Co 
Wheeler Protective Apparel, In 


RESPIRATORY PROTECTIVE 
EQUIPMENT 


Air Breathing 

Acme Protection Equipment Co 
Bomgardner Mfg. Co. 

FE. D. Bullard Co 

Cycle-Flo Co. 

Davis 





Equipment Co., In 
Inc. 


Appliances Co 


Emergency 
Globe Industries, 
Mine Safety 
Oxygen Equipment & Service C 


Pulmosan Safety Equipment Corp. 
Scott Aviation Corp 


Masks 

Acme Protection Equipment Co. 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
Fyr-Fyter Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co 

Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Scott Aviation Corp. 

Willson Products Div., Ray-0-Vac Co 


Oxygen Breathing 

Acme Protection Equipment Co. 
Bomgardner Mfg. Co. 

Cycle-Flo Co. 

Davis Emergency Equipment Co., Ine. 
Fyr-Fyter Co. 

Globe Industries, Inc. 

National Cylinder Gas Co., In 


Respirators 
American Optical Co 
Continental Hospital Industries 
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Most dependable fire protection on 
the market for one of industry’s 
most common fire hazards: A built- 
in Kidde Fully Automatic Carbon 
Dioxide Fire Extinguishing System! 
Kidde systems give you 24-hour- 
a-day protection, guard even the 
most dangerous of fire hazards. 
Pressure-operated for greatest de- 
pendability, Kidde systems use no 
falling weights, no clumsy mechani- 
cal triggering methods. Special rate- 
of-temperature-rise detectors trigger 
the system at the first sign of fire, 
pneumatic control heads insure in- 
stantaneous and complete carbon di- 











THE INSTANT 
THEY START! 


oxide discharge. Automatic electric 
actuators also are available. In a 
Kidde system, all moving parts are 
self-enclosed for safety, and visual 
indicators show at a glance whether 
the system is “set” or “released.” 


WALTER KIDDE & COMPANY, 
649 MAIN ST., BELLEVILLE 9, 
Free Kidde Systems Booklet! Get more infor 
mation on fire protection for vour plant! Send 
this coupon or write to Kidde for Booklet 


I-19 today | 


NAME 


<a Gann te 


ADDRESS 


CITY STATE 


— eS I 


Walter Kidde & Company, Inc. 
649 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd. 
Montreal —Toronto —Vancouver 
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let him 
flash 

his 
SAFETY 
AWARD! 





Safe drivers and workers wear th 
emblems they earn for all the world 
to see. Make your drivers and othe 
workers proud of their own safety 
records watch your plant no- 
accident hours soar! More impor- 
tant to employees than the intrinsic 
value of emblems and other awards 
is the warm feeling of pride and 
accomplishment. 

Let us tell you about the tested 
Metal Arts plan, and help you set up 
vour SAFETY AWARD program. 
First costs are low, and soon can- 
celled by savings . savings that 
continue to grow as your ace ident 
rates drop. We can help you no 
matter what the size of your plant 
or what you 
problems. 

There’s no charge for this Metal 
Arts service . . . look into it now 
Send in the coupon, the reade1 
service card, or write . .. you'll 
hear from us promptly. 

METAL ARTS COMPANY 
742 Portland Ave. © Dept. No. ? 
ROCHESTER 21, NEW YORK 


particular safety 


METAL ARTS COMPANY «+ Dept. No. 9 | 
742 Portland Avenue @ Rochester 2!, N. Y 


Please check the following 


(0 1! am interested in the free Brochure 
(0 t would like your representative to call 
C) 1! would like more information about 
your free planning and art service. 


Firm 
Address 


! 
| 
! 
i 
! 
| 
Nome ! 
| 
! 
! 
| 
I 


City, State 


Misiniidhinsamannctmnesrsetam abot henbuniel 


| 
I 
| 
! 
| 
| 
I 
| Title 
| 
! 
| 
i 
I 
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Respirators . 


Cycle Flo Co. 

Davis Emergency Equipment Co., In 
Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Mine Safety Appliances Co. 
National Cylinder Gas Co., Inc 
Pulmosan Safety Equipment Corp 
Scott Aviation Corp 


Accessories 


Acme Protection Equipme nt Co 
Mine Safety Appliances Co 
National Cylinder Gas Co., Inc 
Oxygen Equipment & Service Co 


SAFETY CANS, CONTAINERS 
(NON-FLAMMABLE) 


Cans, Receptacles 


S. G. Adams Co. 

Bennett Mfg. Co 

E. D. Bullard Co. 

Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 

Eagle Mfg. Co. 

Fyr-Fyter Co. 

General Fire Extinguisher Cory 
Justrite Mfg. Co. 

F. H. Lawson Co. 
Protectoseal Co. 

Safety Clothing & Equipment 
M. L. Snyder & Son, In 
Wirt & Knox Mfg. Co. 


Containers 

Bennett Mfg. Co. 

General Fire Extinguisher Corp 
Justrite Mfg. Co. 

Protectoseal Co. 

Safety Clothing & Equipment Co 
Safety Floor Products Co. 
Standard Industrial Products Co 


Covers, Lids 


Witt Cornice Co 


Oily Waste Cans 

Ex-Cell Metal Products, In« 
Justrite Mfg. Co. 
Protectoseal Co. 

M. L. Snyder & Son, In 
Witt Cornice Co. 


Smoking Receptacles 
Bennett Mfg. Co 

Ex-Cell Metal Products, Ir 
Fk. H. Lawson Co 

Protec toseal Co. 

Safety Floor Products Co. 
Standard Industrial Products Co 


Tanks 


S. G. Adams Co. 
(American Safety Tank Co 
Bennett Mfg. Co 
Protectoseal Co. 
Wirt & Knox Mfe. Co. 


Waste Disposal Units 


S. G. Adams Co 
Bennett Mfg. Co 
E. D. Bullard Co. 
Geo. W. Diener Mfg. Co. 
Justrite Mfg. Co 


AT UJNRK ND JAI CAsO RRP erAsAIreRA 





F. H. Lawson ¢ 

Protectoseal Co 

Safety Clothing & Equipment Co 
Witt Cornice Ce 


SHIELDS, COVERS 


Canvas Shields 


C. R. Daniels, Inc 

Frommelt Industries 

Fulton Bag & Cotton Mills 
Wm. E. Hooper & Sons Co 
Industrial Gloves Co 

Industrial Products Co 
Industrial Safety Specialties Co 
Pulmosan Safety Equipment Cory 
Safety Clothing & Equipment Co 
Wheeler Protective Apparel, Ir 
Fire Shields 

American LaFrance Cory 

{ R Daniels, Inc 

Frommelt Industries 

Industrial Gloves Ce 

Industrial Products Co 

National Foam System, Ine 
Pulmosan Safety Equipment Cory 
Western Fire Equipment Co 
Wheeler Protective Apparel, In 


Safety Clothing & Equipment Co 


| ett Mfg. ¢ 

C. R. Danie I 

Frommelt Industries 

Fulton Bag & Cotton Mills 

Wr I He er & Sons Co 

Hoosier Tarpaulin & Canvas Goods Co 


Industrial Products Co 

(industrial Safety Specialties Co. 
Safety Clothing & I quipment Co 
M. L. Snvder & Son. Inc 
Wheeler Protective Apparel, In 


Welding Curtains 

Amer il Optical Co 

Bemis Bros. Bag Co 

FE. D. Bullard Co 

Cotton Goods Mfg. Co 

C. R. Daniels, Inc 

Fulton Bag & Cotton Mills 
Industrial Gloves Co 

rial Products Co. 


can Satety | quipment Corp 





Safety Clothing & Equipment Co 
Singer Glove Mfg. Co 
Standard Safety Equipment Co 


Wheeler Protective Apparel, Inc 


SIGNS, FIRE PREVENTION 


Ad-O0-Plasties 

\. C. Davenport & Son, Inc. 

Eastern Metal of Elmira 

Elliott Service Co. 

Industrial Products Co. 

Mine Safety Appliances Co 

Minnesota Mining & Mfg. Co 
Reflective Sheeting Div. 

Prairie State Products Co. 

Ready Made Sign Co., Ine. 

Safety Clothing & Equipment Co 

Schwerdtle Stamp Co 

Standard Signs, In 

Stonehouse Signs, Inc. 

Watchemoket Optical Co., In 

Westline Products Div., Western 


Lithograph Co. 
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IN FIRE EMERGENCIES 


ls 





raining r people is one of Ansul’s most 
mportant r r own plant, at our Fire 
h sul experts instruct 
fighting techniques. 
Tr ~ be _ r que 
( ecei i= 
° eive 
rouc s of ur plant 
S re yees 
fire-pre < ed men, fire 
Ar 4 
pre js AnNsUI! re 
nguis give you the 
- I p c r e us Let 
| 
us te \nsul service plan 





FIRE EXTINGUISHING EQUIPMENT /IN RIA EM 


rocn 
FREOA 


ERATION PF T NATIONAL DISTRIBUTORS OF 
Circle No, 66 on reader service card for more information 
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Why fire hose jacketed with 
Du Pont “DACRON” outperforms — 


REG. U. S. PAT. OFF. 


outlasts ordinary hose 


Ow hose manufacturers make an 
I aca\taesiinrivihane tines ideal 
for both firefighting and operational 
use around the plant. This hose jack- 
eted with 100° ‘‘Dacron”’ offers un- 
usual versatility because of the ‘“‘just- 
right’’ balance of properties found in 
Du Pont “Dacron’’. 

First, it’s stronger, (hose made of 
“Dacron”? has more than 200 pounds 
greater test strength than most con- 
ventional single-jacket hose) and yet 
it’s about 25°; lighter. It is easier to 
handle, and much more flexible than 
previous types—gets into action fast 
in any emergency. 

Hose jacketed with “‘Dacron’’ is eco 
nomical to use for maintenance jobs 
because of its high abrasion resistance 
It stands up under day-after-day ex- 
posure to most chemicals, too. Hose 
jacketed with ‘‘Dacron”’ has good re 
sistance to acids, salt water, alcohols, 





oils, hydrocarbonsand detergents. And 
A LEADING PAPER PRODUCER finds hose jacketed with 100° Du Pont “Dacron’’* polyester fiber ideal this new type of hose can’t be weakened 














for its operations: Chemical-resistant “Dacron” is unaffected by the caustic substances that are con hy mildeu . .. remains dependable 
stantly on the ground in the area. And because “‘Dacron’”’ will not rot or weaken from mildew, hose vear after vear. 
can be washed and dried on the racks doesn’t need frequent testing —a great saving in man hour 
*** Dacron” Du Pont trademark for 
fiber 
a“ ua 2 
PROVED: Tests show how “‘DACRON” gives improved performance... Du Pont makes “Dacron” fiber . . . does not 
manufacture hose. However, we'll gladly send 
= you names of manufacturers of hose jacketed 
F with 100% “‘Dacron”’, 
4 ie, 
"= / 
ail 
(A) (B) 
- — , - FREE BOOKLET: Outlines properties of 
SOIL- BURIAL TEST. TABER ABRASION TEST. CHEMICAL- RESISTANCE TEST. hose made with “‘Dacron’’. For your copy, 
The two samples shown were buried ir In this test, hose specimens were com Here's what happened when three write: E. 1. du Pont de Nemours & Co. 
moist, warm soil for 28 days. When re pared for resistance to abrasion. Each ommon types of industrial fire hose Inc.), 5518-C Nemours Building, Wil- 
moved, the conventional hose specimen test was stopped at the point where the were immersed in a 17°) soluti f mington 98, Delaware. 
(right) showed signs of damage by hose had theoretically reached its sulfuric acid for 24 hours 
bacterial and mold colonies. The speci maximum service life. (A ‘‘cycle”’ rep A)2%"" hose, single jacket of 
men with jacket of 100° ‘Dacron resents e complete revolution of the Dacron , NO apparent damage 
left) did not support the growth of abrading wheel B) 1%” hose, conventior al jacket 
microorganisms and was merely soiled A) Rubber-covered conventional damaged 
hose 4,150 cycles (C) 2%" hose, “Dacron” and con 
B) Single-jacket hose of ventional fiber, no damage to ‘‘Dacror 
DACRON 12,500 cycles 5 ay REG. U.S. PAT. OFF 
C) Conventional single-jacket F R THIN F P RE VING 
hose 1,830 cycles 


FIRE HOSE MADE WITH “DACRON"— easier to handle... abrasion-resistant 


not weakened by rot and mildew...costs less in the long run 


Circle No. 67 on reader service card for more information 
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SMOKE DETECTORS 


Automatic 

American District Telegraph Co 
Cardox ( orp. 

Central Station Signals, Inc. 

Walter Kidde & Co., Ine. 
Pyrene—C-0-Two Div., Fyr-Fyter Co. 
Randolph Laboratories, Inc. 


SPRINKLER SYSTEMS 
Automatic 
Ansul Chemical Co. 
Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 
Central Station Signals, Inc. 
Globe Automatic Sprinkler Co 
Grimes Sprinkler Div. 
Grinnell Co., Ine. 
Raisler Sprinkler Div. 
Reliable Automatic Sprinkler Co., Inc 
Star Sprinkler Corp. 
Viking Corp. 
Built-in CO. Systems 
(American LaFrance Corp. 
Automatic Sprinkler Corp. of America 
Cardox orp. 
Fyr-Fyter Co. 
Globe Automatic Sprinkler Co 
Grinnell Co., Ine 
Walter Kidde & Co., In 
Pyrene—C-0-Two Div., Fyr-Fyter Co 
Randolph | aboratories, In 


Dry Chemical Systems 
Ansul Chemical Co 


Heads 
\utomatic Sprinkler Corp. of 
Blaw-Knox Co 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co 
Grimes Sprinkler Diy 
Ine. 
C-0-Two Div 
Raisler Sprinkler Diy 
Reliable 


Ame rica 


(,rinnell Co... 


Pyrene , Fyr-Fyter Co 


\utomatic Sprinkler Co., In¢ 
Rockwood Sprinkler Co. 
Star Sprinkler Corp 
Viking Corp. 
Pipe 
\utomatic Sprinkler Corp. of America 


Blaw-Knox Co. 

Fyr-Fyter Co. 

Globe (Automatic Sprinkler Co. 
Grinnell Co. 

Pyrene—C-O-Two Divy., Fyr-Fyter Co 
Viking Corp. 


Systems 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Globe Automatic Sprinkler Co. 

Grinnell Co., Ine. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 

Star Sprinkler Corp. 

Viking Corp. 


Valves 

Automatic Sprinkler Corp. of America 
Coppus Engineering Corp. 

Globe Automatic Sprinkler Co. 


OCCUPATIONAL HAZARDS @ JUNE 


‘fee 





1958 


Catety Equipment 


8 
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A PLUNGER CANS 


Insure plant and operator safety in all clean- 


and swabbing 
is depressed a 


ing, sponging 
When plunger 


operations 


rises into the dasher to moisten the swab 
Excess liquid flows back into the can 

and is not left on surface to evaporate 

or be ignited Dasher containing fire 
baffle is self-extinguishing. Five sizes 

from 1 pt. to 2 gal 


B SAFETY CANS 


For general use wherever flammables 
ire employed within the plant. Fire 
prevention baffle is a double concen 
tric cylinder inside base of spout 
Spring-loaded cap automatically 
makes tight closure. Squeeze-grip 
handle; positive control while pouring 


C BENCH CANS 


Reduce waste, speed production and 
give positive protection against fire 
and explosion. The spring mounted 
perforated metal dasher which also 
acts as the fire baffle covers the liquid 
surface and minimizes evaporation 
losses. A size to meet every 
requirement. 


D OILY WASTE CANS 


A necessity in every plant for the safe 
placement of oily or solvent-soaked 
rags and other waste material. Re- 
quired by many insurance companies. 
Full length cover opens wide by slight 
foot pressure at any point on full 
width treadle. 





THE PROTECTOSEAL | 
COMPANY : 


1 
1970 S.WESTERN AVENUE, CHICAGO 8, ILLINOIS | 
In Canada: Safety Supply Co., Toronto 


measured 
amount of the volatile and flammable fluid 





CLIP COUPON, fill in, attach to company letterhead 


and mail for Complete Catalog and Price List. 


THE PROTECTOSEAL COMPANY 
1970 S. Western Ave., Chicago 8 


Please send complete Catalog of Factory Safety Produc- 


tion Equipment with Price List 


Weare especially interested in 








Name 





Title 





Address 





Zone. State 


City 





Circle No, 68 on reader service card for more information 
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Circle No. 69 on reader service card 





INSIST ON RUGGED 
QOUISVILLE LADDERS 


Don’t take chances with “price” 
ladders. Step up with confidence 
on UL-approved Louisville alumi- 
num ladders, planks and stages- 

the equipment with safety built-in! 
Check the yellow pages for near- 
est distributor, or write us direct. 


BUILT-IN ane 





Exclusive Louisville 
“boss’’ rung-to-rail 
assembly insures 
against ladder sway 
and rung turning and 
loosening. Ask your 
Louisville distributor 
to demonstrate. 





Round Peg in ‘‘Hex"’ 
Hole Riveted to Rung 


FOUISVILLE 


LADDER COMPANY 


1101 West Ook Louisville, Kentucky 








y | or gamble with your workers’ § 
‘ health! Protect them with 


MOORE’S 


I [| || 
3 | SOLVENTS 
ENGINEERED 3; 
FOR SAFETY } 
especially formulated for your 
"end donning jobs 


WRITE FOR 


NEW 
Consolidated | 

Data Sheets 

including: 

OXYLENE M-6 
One of Moore’s many solvents 
engineered for safety... ideal for 
cleaning Oxygen systems and 
specialized surfaces... fast dry 
F ing, non-combustible, ‘etre safe. 














> 
; 
: : 
. 
4 > 
| 
4 
; JOHN B. MOORE CORP. 

3 DEPT. OG, NUTLEY 10, N.J. } 
4 Pe | 
Circle No, 70 on reader service card 
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Sprinklers 


Grimes Sprinkler Diy. 

M & H Valve & Fittings Co. 

Mueller Co. 

Powhatan Brass & Iron Works, In 
Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., In 
Star Sprinkler Corp. 


STRETCHERS 


Bomgardner Mfg. Co 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc 
Emergency Aids Co. 

Frank Mfg. Co., Inc. 

\. E. Halperin Co., Inc. 

Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 
Medical Supply Co. 

A. Smith & Son, Inc. 

Safety Clothing & Equipment Co 
Washington Products Co. 

Wirt & Knox Mfg. Co. 


TOOLS 
Forcible Entry 
Atlas Safety Equipment Co., Inc 
Akron Brass Mfg. Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
C. D. Pike & Fire Hook Mfg. Corp 
H. K. Porter, Inc. 
M. L. Snyder & Son, In 
Wooster Brass Div., Fyr-Fyter Co 


Hydrant Wrenches 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

B & M Siren Mfg. ( 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc 
Pyrene—C-0-Two Div., Fyr-Fyter Co 
M. L. Snyder & Son, Inc. 

S-T Hydrant Wrench Co. 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co 


Non-Sparking Tools 
Ampco Metal, Inc. 
Beryllium Corp. 

Ingersoll-Rand Co. 


Wire Cutters 

Elkhart Brass Mfg. Co. 
Howe Fire Apparatus Co. 
H. K. Porter, Inc. 


Stebco Products, Stein Bros. Mfg. ¢ 


WEARING APPAREL 
Asbestos Clothing 
(American Optical Co. 
E. D. Bullard Co. 
David’s Gloves, Inc. 
Industrial Gloves Co. 
Industrial Products Co. 
Industrial Safety Specialties Co. 
Jaxco, Inc. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp 


Boots 

Beacon Falls Rubber Footwear 
Cairns & Brother, Inc. 
Fyr-Fyter Co. 


Goodall Rubber Co. 


Bb. F. Goodrich Footwear & Flooring ¢ 
Mine Safety Appliances Co. 

M. L. Snyder & Son, Inc. 

U. S. Rubber Co. 


Clothing, Canvas, Rubber 
Robin W Adair Co., Ine. 
(American Optical Co. 

Cairns & Brother, Inc. 

( oole - Inc ° 

Frommelt Industries 

Fyr-Fyter Co. 

Globe Mfg. Co. 

Goodall Rubber Co 

B. F. Goodrich Co. 

Industrial Gloves Co 

Industrial Products Co. 
Industrial Safety Specialties Co 
Janesville Apparel Co. 
Midwestern Mfg. Co 

Mine Safety Appliances Co. 
Morning Pride Mfg. Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co 
M. L. Snyder & Son, Inc 

U. S. Rubber Co 

Wheeler Protective Apparel, In 


Fire Rescue Suits 

Cooley, In 

Fyrepel Products Co. 
Industrial Gloves Co. 

Industrial Products Co. 
Industrial Safety Specialties Co 
B. F. McDonald Co 

Mine Safety Appliances Co 
Safety Clothing & Equipment Co 
Standard Safety Equipment Co 
Wheeler Protective Apparel, Inc 


Hats, Caps, Uniforms 

E. D. Bullard Co 

( ooley, Inc. 

Fyrepel Products Co 

Fyr-Fyter Co. 

B. F. Goodrik h Co 

Industrial Gloves Co 

Mine Safety Appliances Co. 
Safety Clothing & Equipment Co 
M. L. Snyder & Son, Inc. 
Wheeler Protective \ ppare 1. In 


Helmets 

American Optical Co. 

E. D. Bullard Co. 

Cairns & Brother, Inc. 
Fyr-Fyter Co. 

Industrial Gloves Co. 

Industrial Products Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp 
Morning Pride Mfg. Co. 

Safety Clothing & Equipment Co 
Safety First Supply Co. 

Wheeler Protective Apparel, Inc. 


WETTING AGENTS 


Compounds 

Akron Brass Mfg. Co 
\merican LaFrance Corp 
\quadyne Corp. 

Buffalo Fire Appliance Corp 

W. S. Darley & Co 

Firewater Co 

General Fire Extinguisher Corp 
Ek. F. Houghton & Co. 
National Foam System, Inc. 
Pyrene——C-O-Two Div., Fyr-Fyter Co 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 
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Directory of Trade Names 


in the 

fire protection 
equipment 
field 











AanoN—-Soda and acid extinguishers 
M. I Snyder & Son, Inc 
Acme—Gas masks 
Acme Protection Equipment Co 
Acme—Soda and acid extinguishers 
M. L. Snyder & Son, In 


\DAPTABEI Bells 
Edwards Co., Ine 
Horns 
In 


\DAPTAHORN 


Edwards Co., 


4 DT—Industrial alarm systems 
(American District Telegraph ¢ 
Ap-O-PLastT4 Warning sig 


Ad-O-Plastics 
(Eno Automatic fire 
American District 
\ERO Mill hose 
Republic Rubber Div 
\rr-O-Foam—Foam liquid 
National Foam System, In 
Am Foam—Sprinkler system 
Automatic Sprinkler Corp. of America 
Ai Mask 
Mine Safety Appliances Co 
\in-Pak 1 


ana 
hose 


ilarm systems 


Telegr aph Co 


Demand type masks 
Self-contained extensior 
model air units 

Scott Aviation Corp 
Ajax—Fire hose, 

Hewitt Robins, Inc. 
\xkpar—Automatk 

ters 
Kinnear Mfg. Co 
AKO Jet Nozzle 

Akron Brass Mfg. Co. 
Axro-Mist—Fog nozzles 

\kron Brass Mfg. Co 

Generator powder 


booster O- 


fire doors and shut 


\LCOFOAM 

American LaFrance Corp. 
Acco-Litt 
iminum Ladder Co. 


Aluminum fire ladders 


\cospRAY—Spray nozzles 
American LaFrance Corp 

\Lert—Watchclock 
Detex Watchclock Co. 

ALFITE Portable CO 


wheeled engine and 


extinguishers, 
fixed systems. 


American LaFrance Corp 


ALLENCO Hose, hose cabinets, racks, 
reels, couplings, spanners, axes, 


nozzles, siamese fittings, crowbars. 
W. D. Allen Mfg. Co. 
(LL PuRPOsE 
Acme Protection Equipment Co. 
ALL Purpose—Foam liquid 
Rockwood Sprinkler Co. 
ALL-Service—Canisters. 
Mine Safety Appliances Co 
ALL-Viston—Facepieces. 
Mine Safety Appliances Co 


Gas mask canister. 


ALLWEATHER—Fire hose. 
Ameriean LaFrance Corp 
Avi. Weatner—First aid kit 
Mine Safety Appliances Co 

\.z0-Lire—Flood light. 
Benjamin Electric Mfg. Co. 
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(MERI Synthetic rubbe 
American Rubber Mfg. Co 
fire 
\pparatus Co 


AN 


\ MERICAN Motorize | 
(merican Fire 

\MERICAN Salety fuel supply 
American Safety Tank Co 

\MERICAN 


hal portable in 


Lak ANCH F ire 


Ansul Chen 


| 
\PTAN Sprinkler syste 





Corp 
Aoua For Water nozzle 
Cardox Cory 
Aor Water 
Cardox Corp 


Jer—Water spray nozzle 


4 GAS Ozzie 


Cardox Corp 
(nt 
\merican 


VIORE 


freeze wl 
LaFrance Cor 
Hose reels and re 





Ardmore Products 


ARGUSLITE Arguslite Lo 
ArnisTocRAT—Foam extinguishe 
M. L. Snyder & Son, Inc 
ARROW Pump tank ext 

water). 

D. B. Smith & Co., Inc. 
Anrow—Soda and acid exting 
M. L. Snyder & Son, Inc. 
AsBESTEX—asbestos fire blanke 


From Industries 
Asbestos Fire-Firer 
Industrial Gloves Co. 


Asbestos 


melt 
asbestos 
\spestos FIREMAN 
hire rescue 
Wheeler 
ATLas—lInsulated 
rope ladders. 
Atlas Safety Equipment Co., 


sults. 
Protective 


Apparel 


crash axes, 


\vuTocALL—fire alarms and pla 
systems, break glass statior 
prinkler supervisory. 
\utocall Co 

\uTo-STREAM—Fog_ nozzle 
Akron Brass Mfg. Co 

Ii} & M—Sirens 
B & M Siren Mfg. Co 

aNnTAM—Low-power two-wa 


equipment 


Bendix Radio Div. 


, 


y 


ipparat 


Fire 
American Fire Pump Co. 

Bar-Way—High pressure couplings 
Bar-Wav Mfg. Co 

Beacon-Ray 
Federal Sign & Signal Corp. 

BEAN 
fighters and apparatus. 

Div., Food 


Chemical Corp. 


BartONn-AMERICAN pumps. 


Warning lights. 
Industrial high-pressure fog fire 


John Bean Machinery & 


alarm sys 
sirens, and floodlights 
Mfg. Co. 

Waste disposal units. 
( >. 

sparking safety 


BenyjamMin—lIndustrial fire 
tems, horns, 
Benjamin Electric 

BenNetr Bit 
Bennett Mfg 

Non 
Beryllium Corp. 

Bic Beam—Flares, 

nts, emergency 

I ite Mfg. Co 


Cotton 


BERYLCO tools. 
hand lights, 


units 


warning 
lighting 


U- 


Bi-LATERAL rubber lined fire 


10se. 
Bi-Lateral Fire Hose Co. 
Bi-Rott—Fire hose. 
Hewitt Robins, 
BLACKINTON—Badges, insignia. 
V. H. Blackinton & Co., Inc. 
Braze Braxker—Welding curtains. 
Fulton Bag & Cotton Mills. 
Buitz Bucey 
trucks. 
Blitz Buggy Co. 
Dry chemical powder extin- 


Ine 


Small high pressure fire 
I 


BLIzzaRD 
guisher 
M. I 


BLOCKOTE 


Snyder & Son, Inc. 
Vapor and acid barrier fab- 
rics 
Wheeler Protective Apparel, Inc. 
Biue Rirsson—Wooden ladders. 
Goshen Mfg. Co., Inc. 
Motorized fire 
Boardman Co. 
BoMGARDNER—Cots, inhalators, resusci- 


BoaRDMAN apparatus. 


tators, respirators. 

Bomgardner Mfg. Co. 
Boston—Nozzles, hose. 

Boston Woven Hose & Rubber Co. 
Brac-Kit—First aid kit. 

Davis Emergency Equipment Co., 
BraxMAR—Badges, insignia. 

C. G. Braxmar Co., Inc. 
BreaKsTONE—CO, extinguisher. 

M. L. Snyder & Son, Inc. 
BresNaN—Cellar pipe nozzles. 

Elkhart Brass Mfg. Co. 
BurraLo Branp — Fire en 


| 
hose 


Inc 


gine suction 


Hewitt Robins, Inc 


BurraLto—CO. dry chemical, foam. 
soda-acid, vaporizing liquid, water, 
wheeled extinguishers. 

Buffalo Fire Appliance Corp. 

Butt Doc—Fire hose, cotton rubber 

lined. 


Boston Woven Hose & Rubber Co. 


continued on page 6Y 
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INFORMATION FOR SAFETY DIRECTORS 


about improved products and new services 


made possible by ny PONT CHEMICALS 


H‘a. are Ways you can get ¢ ctra value for your pur- 
chasing dollar. These modern products, which bring 


new safety and efficieney to your operations, are made 








possible by Du Pont Chemicals used in their production. 

The three shown here are examples of many new and 
improved products in which Du Pont Chemicals play a 
part. Ask your regular suppliers about them, or send the 
coupon below to cet more information. including names 


of manufacturers from whom these products can be 


obtained. 





Safe, efficient removal of scale from industrial equipment 
is one of the many uses of new dry-type acid cleaners based on 
Du Pont Sulfamic Ac id. These mix-with-w iter acid cleaners do 
away with spilling hazards of liquid acids . .. have low corrosive 


action. They’re available now from several suppliers. 





Work clothes resist fire when treated with Du Pont “\-12” Flame 
Retardant. Clothes “breathe”’ freely, feel comfortable. Colors remain 
bright and good-looking. Industrial and commercial laundr 


**X-12” in an econo 


es apply 


nical, one-step operation after each laundering. 


Send for your free copy of the new “INFORMATION FOR INDUSTRY 





Specially prepared for Safety Directors ...a complete packet of in- 
L me ore i gr formation on 9 products and services. including names of manu- } 
Long-term protection against fire, termites, de- facturers of each. Yours for the asking... just fill out the coupon. ] 
cay is assured when lumber is treated with Du Pont SAFET | 
Chromated Zine Chloride. CZC is applied in one pe eee ee cee cee oom ae oe es Y b 
low-cost treatment... permeates wood fiber. Treated | z 
lumber is clean, odorless, paintable. Du Pont does | E. I. du Pont de Nemours & Co. (Ine.) 
not treat wood. Service is available from lumber | Grasselli Chemicals Dept., Room N-2533-S | 
treaters. | Wilmington 98. Delaware | 





DU PONT Please send me your new folder, “Information for Industry. 


s I’m particularly interested in the items checked: 
Grassolli Chemicals 7 dry acid cleaners (J fire-retardant treatment [1] wood protection 


NAME 


ADDRESS — 














: : aia 
BETTER THINGS FOR BETTER LIVING ... THROUGH CHEMISTRY | CITY ZONE TATE —_______ 


Circle No. 73 on reader service card for more information 
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Burn-Quet— Aerosol burn spray 
\. E. Halperin Co., In 
C-D-C—Foam-compatible dry 
Ansul Chemical Co. 

CM-7 
ing agent. 
Red Comet, In 

(-0-Two Fire built 


extinguishing systems, built-in smoke 


chemiva! 


Vaporizing liquid fire extinguis! 


extinguishers, 


and heat detecting systems. 

Pyrene—C-O0-Two Div., Fyr-Fyter Ce 
(-THre— Unit system first aid 

Davis Emergency Equipment Co., In 
oo Sprinkler and 

alarm equipment. 


automatic fire 


Central Station Signals, Inc. 
Caprain—Vaporizing liquid extinguish 
er (hand pump). 
Fyr-Fyter Co 
{_ ARDOX CO, fire trucks, 
trucks, trailerized fire 
built-in CO. systems. 
Cardox Cory 
Carrone—Mobile radio equipment. 
Radio Corp. of America 
(ARPENTER \utomati« 


foam fire 
equipment 


emergency, 
emergency, and warning lights 
Carpenter Mfg. Co. 
Carry Ez—Chair 
Jomgardner Mfg. Co. 
Ce_tuLupe—Hydraulie fluids 
Celanese Corp. of America 
CENTRAL 
Fyr-Fyter Co 
Cuatr Cot—Stretchers. 
Bomgardner Mfg. Co. 
CHALLENGER— Wheeled 
American LaFrance Corp 
CHALLENGER—Motorized fire apparatus 
Sharpsville Steel Fabricators, Inc 
CHAMPION Motor 


STaT1IoN—Water extinguisher 


foamite engine 


apparatus nre 
pumps 
W. S. Darley & Co 
Cuemocrat—Respirator. 
Pulmosan Safety Equipment Corp 
Cuemox—Oxygen breathing apparatus 
Mine Safety Appliances Co. 
Cuter—Shutoff nozzles. 
Elkhart Brass Mfg. Co. 
IRCULAR-AIR — Hose 
cabinets, racks. 
Circul-Air Corp 
/OHARDITE—Wire cutters. 
H. K. Porter, Inc. 
‘OLD-FoaM—Foam liquid (for -20°F 
National Foam System, Inc. 
‘OLLAPSI-Cot—Stretchers. 
Emergency Aids Co. 


washers. drver- 


Comet—Watchclocks. 
Chicago Watchclock Co. 
ComMMANDO—Pumpers, tank trucks 


Progress Mfg. Co., Inc. 


CONDOR -Fire hose. 
Raybestos-Manhattan, Ine. 
ContrROL-FLo—Valves, fire hose valves 


Wooster Brass Div., Fyr-Fyter Co 
oucH—Signaling equipment. 
S. H. Couch Co., Inc. 
CRACKERJACK—Rubber 
hose. 
American Rubber Mfg. Co 
Cusnion Batt—Nozzle. 
Wooster Brass Div., Ryr-Fyter Co 


cottor 


lined 
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ban-Dry Saivage covers 
C. R. Daniels, Ine. 
DaNDUX 
salvage covers 
C. R. Daniels, Inc. 
DantTeEX—Salvage covers. 
C. R. Daniels, Inc. 
DayvTtron—Cotton rubber 
water extinguisher (hand pump) 
Fyr-Fyter Co 
De Luxe—Fire hose and 
cabinets 
Wirt & Knox Mfg. Co. 
Derect-A-Firs 
units for automatic svstems 
I f nwal, In 
UVIRECT-ER— Sirens. 
Pyle-National Co. 
DrencHh—Wetting agents. 
National Foam System, Inc. 
Dri-Powper—Dry chemical extingu 
ers 


Safety First Products Cory 


Dai-Rack—Fire hose 
Goodall Rubber Co 
Du aLtarmM—Alarm systen 


Gamewell Co 
DuaLcuarp—Sprinkler syste 
Rockwood Sprinkler Lo 
Draccuarp Detuxe—Deluge 
Roc kwood Sprinkler Co 
Dt acstReEAM— Nozzles for 
fire hose 

Ansul Chen 
Due-O-Matic—Proprietary ¢ 
Notifier Corp 


Duo-SAFETY 


ical Co 


Aluminum ladders 
en ladders 
Duo-Safety Ladder Corp. 
Doo-Service—F loodlights. 
Benjamin Electric Mfg. Co 
Dr RA-F oe Nozzles. 


Powhatan Brass & Iron Works, In 


DURASPEED 
release) 
Grinnell Co., Inc 

Two-way radi 
Bendix Radio Div. 

FE & J Resuscitators, inhalators 
E& J Mfg. Co 

EAGLE 
Eagle Mfg. Co 

EasTMAN—Deluge sets. 
Samuel Eastman Co., In 

Deluge gu: 
Samuel Eastman Co., In 

Eco—Watchclock. 

Detex W atc he lo« k Co 

Econ-O-Matic—Fire alarn 
Notifier Corp 

Fire hose. 
Raybestos-Manhattan, In 

Econo-Rak 


Dyna-Com 


Safe tv cans 


EASTMAN-BARKER 


ECONOMY 


Fire hose storage 

Circul-Aiu Corp 
Epwarps—Fire alarm and 
tion systems 


Edwards Co., Inc 


Ex-Hoox—Pike pole and forcible « 
tools 
C. D. Pike & Fire Hook Mfg. Cory 


ELectro-Mati 
Waterous Co. 
E.xk—Hose racks 

Elkhart Brass Mfg. Co 
E._k-Airn—Extinguishers 
Elkhart Brass Mfg. Co 


EMERSON 


Pumps 


Resuscitators, respirators 
halators. 


J. H. Emerson Ci 
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; ; 
Sprinkler svstem sold 


Canvas fire pails and buckets 


lined hose 


Thermostati <ensing 


sprinkle 


extinguisher 


er 











Circle No. 72 on reader service cord 


Graud Yeul/ 
Stock Safety Emblems 


A distinctive Aword Button for your 
Safe Driver or No Accident employee. 
Available from stock from 1 year 
through 25 yeors. 1 or a 1,000. Ap- 
propriately enameled. 





58SD S8NA 
Geld Plate ........ -$ . $ .92 
Sterling Silver ........ 1.35 1.30 
Gam FH cc cccacceces 1.50 1.45 
Wee GOD co cccccecscens 4.25 4.00 
Set with synthetic Sapphires, Rubies, 


Emeralds, White Sapphires at $1.75 


All prices subject to 


each additional. 
10% F. E. Tax. 


World famous 
1933 series in 
over 40 titles 
only one price 
$10.50 dozen 
plus F.E.T. 





WILLIAMS JEWELRY & MFG. CO. 


Dept. OH-6, 10 Soui': Wabash Ave. 
Chicago 3, Ill. CEntral 6-5018 


Store Safely 


* gasoline * kerosene 
or any flammable liquid! 










VENT-A-DRUM 


automatic 


SAFETY VALVE 


OA 


protects against 
dangerous explosions! 


The Vent-A-Drum prevents dangerous expio 
sions which occur from fires and sudden 
temperature changes when storing flammable 
iquids, by automatically allowing air to enter 
or escape container. In addition to protecting 
property and lives, Vent-A-Drum pays for 
tself by reducing fuel evaporation 50%! Used 
by leading firms, approved by Factory Mutual 
Testing Laboratories Precision-engineered 
never requiring adjustment or replacement of 
parts. Cast Bronze. Completely guaranteed 


Dealerships and literature available. 


CENTRAL “o. 
Safety Equipment Co. i ; 


Magee at Marsden 
Philadelphia 35, Pa 


Circle No. 71 on reader service card 
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ELIMINATE 
THE HAZARDS 


of shock, glass splinters 
and sparks from broken 
bulbs eee by specifying McGILL® 


Vaporproof Portable They 
offer positive protection where port- 
able lighting must be watertight, mois- 
ture-proof and dust-tight—ideal where 
there is danger of fire. The heat and 
impact resistant globe is 3/16” thick 
and seals in a silicone rubber gasket 
against the molded phenolic handle to 
guard the 50 watt rough service bulb. 
The heavy duty cage of zinc-plated 
steel wire is provided with 2” 
hook. Models for 100-W 
fibre or brass wire cages available. 


Guards. 


open 
bulbs and 


Where safety is first, this is the best in 
protective portable lighting available. 


Avalleble from your electrical wholesalers 


Send today for 
McGill Catalog 
No. 84 


McGILL MANUFACTURING CO., INC. 
650 No. Campbell Street Valparaiso, Indiana 


Circle No. 74 on reader service card 
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L. Ss. Rubber Co 
ExceLto—Chemical booster 

Republic Rubber D 
E-Z Frex—Fire hose. 

Goodall Rubber Co. 
F.O.B.—Aerosol burn spray 

E. D. Bullard Co. 
Fapric—Fire hose 

Fabric Fire Hose Co. 
FairRBANKS Morse—Fire 

Fairbanks. Morse & Ce 
Fk atcon—Alarm syste 


warning horns, fire 


and systems, industrial 
horns. automatic tank 
Falcon Alarm Co., Inc 

Farapay—Alarm — systems 
central station, industr 
horns, 
Sperti Faraday, Inc. 

Freperat—Unlined linen fire 
Federal Fire Hose Mfg. ¢ 


FeDERAL—Industrial fire ala 


sirens, horns, lights, whistles 


Federal Sign & Signal ¢ 
FENWAIL Thermost 
and switches. 
Fenwal, Inc. 
Fire Barrte—Shiel 
Frommelt Industries 
Fire Batt—Warning lig 
Federal Sigt & Signal Cory 
Fire Cuter Ducks—Canvas 
W m. I Hooper & Sons Cc 
Fire Cuier Vinyt—t 
fabric). 
Wm. | Hooper & Sons C¢ 
Fire Ficguter—Gas masks 
Willson Products Div., Ra 
Fire Foc—Sprinkler syst 
Automat Sprinkler Cor 


\ Aporizing 
vheeled knapsack extingu 
General Fire Extinguisher 
rIRE-GUN \ aporizi 
tinguishers. 
American LaFrance Cory 
Fire Kine 
Wheeler 
Fire-Mate—Foan 
Cardox Corp. 
FIREMAN’s CuTTER—W 
H. K. Porter, In 


Fire Spot—Sensir 


Protective clot} 


ect Oo! syste! 
Notifier Cory 
FIREWATER—Wett 
Firewater Co 
F LAMEBUSTER—F ire 
Grinnell Co., Inc 
LAME Dopcer—As 
escue Suits 
Standard Safety Equ 
FLEXALARM—Automat 
ilarm systems 
Gamewell Co 
FLEXcELO—Fire hose. 
Republic Rubber Di 
Fiint-FLex—Plastic fire 
Cairns & Brother, Ir 


i 


FoamM—Foam liquid 
Rockwood Sprinkler | 
FOAMITE Extinguishers 
cines, 
portable and fixed systems 


(American LaFrance Cory 


Circle No. 76 on reader service cord for more information 





generators, generat: 


0-\ 


Protective Appare 


fF OG-STREAM 


JUNE 


Foas I LIRFOAM (,enerating nozzies 
iquid, portable and fixed systems 
(American LaFrance Cory 

boam-Maker—Foa t 
Cardox Corp 

FoamM-Water—Sprinklers 
Star Sprinkler Corp 

Foc CHrer—Nozzles 
Powhatan Brass & Iron Works, In 

Foc Foam—Foam nozzle 
Rockwood Sprinkler Cs 
%«-Hoc—Deluge nozzie 
Akron Brass Mig Lo 

Foc-Kar—Pumper (high pressure fog) 
W. J. Thiele & Sons Co., Inc 

Foc Kinc—Fire nozzles 
Wooster Brass Div., I 

Foc Master—Fire nozzles 
Wooster Brass Div., Fyr-Fyter | 


vr-F vte ( 


Fog nozzles. 
Western Fire Equipment Co 


oOILLE—Burn medic 


Cart isulphoil Lo 
Futp-A-Cot { ollapsible stret 
Bomgardner Mfg. Co 
Forcep—Fire hose couplin 
Wooster Brass Div... Fyr-t 

fF orcex—Couplings 


\kron Brass Mfg. ¢ 


ESTER—Forest fire tools g 
Western Fire Equipment C 
FRaNK—Safety leggings and spat 


Safety Clothing & Equipment | 


I LEI Brooms 
I r Brush ¢ 
| Viston—Gas mask fa | 
Acme Protection Equipment ¢ 
Futton—Canvas shields. 


Fulton Bag & Cotton Mills 
bk yr-Cry Automatic alarn 
Fyr-Fyter Co 

kLex—Hose, 


Fyr-Fyter Co 


i ciothing 
Fyrepel Prod 
FyTEI CO 
ip I 
exti gu i ‘ 
psf exting ine 
ozzl iy o 
Fyr-F yt { 
1AN { ‘ 
Fyr-Fyter Ce 
Exting g g 
um { 
Pvyrer CO-4 ) i } ( 
MEWE I 
ste 


thing & Equipment Co 
CO», dry chemical, foa 
la acid, vaporizing liquid, 
knapsack extinguishers 
eneral Fire Extinguisher ¢ or} 
(,ENERAL Quick Alp Firecuarps—CO, 
} 


ry chemical, foam, acid, vaporizing 
juid, water, wheeled extinguishe 
eral Fire Extinguisher Cory 


(,eYSER—Deluge and ladde: 


pipe 
Wooster Brass Diy., Fyr-Fyter Co 
Automatic sprinkler system- 


rinklers, tusil nk-= im 
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l. H. B.—Fire fighting ar leat 


brooms 





pipe alves. detector check valves 


yvdrant and hose houses 
(lobe Automatic Sprinkler Co.. D 
bk yr-Fyter Co 
GLoBe Turn - Out kiremen’s water 
proof canvas suits 
Globe Mfg. Co. 
GoLtp Mepat—Soda and acid extir 
cuishers 
M. L. Snyder & Son, Inc. 
B. F. Goopricn — Fire, suctior 
hemical hose 
B. I (oodrich Industri ’roducts 


lo 

Fire hose 

lire & Rubber Lo., Inc 

(,RANT-MULTIVERSAL—Deluge sets. 
Akron Brass Mfg. Co. 

(,REENWEAR— Acid-resistant 
Wheeler Protective 

GRIMES 


{,OODYEAR 


Coodvear 


clothing 
Apparel, In 
Automatic sprinkler 
sprinkler fire protection 
tems and sprinkler heads. 
Raisler Sprinkler Div 


systems 


valves, cys 


GRINNELI Automati sprinkler sys 
tems, sprinkler valves, fire protectior 
systems 


Grinnell Co., In 
GuUARDSMAN—Watchciock 

Detex Watchclock Cory 
(,YRALITE— Warning lights 

Pyle National Lo 
H-H-60 


In-plant fire truck 


John Bean Div., Food Machinery & 

Chemical Corp 
H-H InNHALATOR—Inhalators 

Mine Safety Appliances Co 
HKP—Wire cutters, forcible entry tools 

H. K. Porter, Inc 
Haccarp—Stretchers 

Medical Supply Co 
Haceo—Industrial and unit first a 

Kits, salety equipment 

\. E. Halperin Co.. Inc 


Hanpig-TALKIE Two-way portal 
radio 

Motorola Communications & | 
tronics, Ine. 

Hannay—Hose reels, hose rollers 
guides 


C. B. Hannay & Son, Inc. 
Harp Bortep—Fiberg 

E. D. Bullard Co 
Hepcarps—Safety hats & cap 

Davis Emergency Equipment Co 
Hewcron—Fire hose 


Hewitt Robins, In 


lass fire helmet 


HewrLtex—Fire hose 
Hewitt Robins, In 
Hewitt Branp—Soft suction hos 


Hewitt Robins, Inc 
HeEWROLITE—Fire hose 
He witt-Robins, Inc 


HicH Vacuum—Hand pumps 
lokheim Corp 
Homor_ex—Hose. 


Raybestos-Manhattan, In 
Hoositer—Hose cabinets. 

Elkhart Brass Mfg. 
HOOSIER 


Salvage covers 


Hoosier Tarpaulin & Canvas Goo 
Houcuto-Sare—Hydraulic fluid 
E. F. Houghton & Co. 
Howe—Hose spanners, COs fire trucks 
foam fire trucks, trailerized fire equi; 
ment. 


Howe Fire Apparatus C 
Hypro—Fire hose. 
Republic Rubber Div. 
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Loapep StrREAM INsTANT—Extinguish 
ers. 


Fyr-Fyter Co. 








EAPLOSIVES 











| FriRE | 


[EXTINGUISHER 


HERE 











| NO SMOKING 
| MATCHES OR | 
OPEN LIGHTS | 
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“Signs since 





Circle No 


1958 


Micro 
E& J Mfg. Co. 


MiInutEMAN—Portable 


1863” 


Portable resuscitator 


resuscitator 





In every plant, large and smal 


re hazards lurk in unexpected sia es. 
These hazards too often explode 

nto the terror of a plant fire 
estroyving lives, prope rty and iobs. 


(;uard against fires and the losses 


hey inevitably bring with reminder signs 
from STONEHOUSE. Alert everv man in 
our plant to those potential hre Gangers 
t tine ise of bright easv-to-see fire hazard 
warning signs. Each STONEHOUSE sign is 

dade of enduring tested materials. na 


> 
.anufactured in accordance with 


American Standard specifications. 
’ 
é Write today jor our free, full-color, 
64 page catalog of thousands of ready-to-ship 
ifety signs, + information about 
ted signs to meet your special nee Is. 


SIGNS 


tonehouse Building, 9th and Larimer 





Denver 4, Colorad 
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New Easy—Forcible entry tools 
H. K. Porter, Inc. 
NeEwMAN—Watchclock. 
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FOR THE BEST IN FIRE PROTECTION 


brooms 
Industrial Home for the Blir 


I-R—Non-sparking safety tool: 
ALWAYS Ingersoll-Rand Co. 

Ipeat—Dry chemical extinguisher 
SPECIFY M. L. Snyder & Son, in 


BLANKETS, SHIELDS, CURTAINS Rrsecrhggby ong 


Cireul-Air Corp 


INpt1AN—Portable backpack fire pumps 





Here’s the finest in low-cost, longer- WELDING SCREENS AND CUR: spray nozzles 
lasting protection for personnel or TAINS in RAY-TEX aluminum for D. B. Smith & Co., In 
property ... in standard or special radiant heat protection, or TUF-TEX INpIAN Cuier—Fire axes 
sizes to suit your requirements. Se- 29 WELD-TEX for spark-flash pro Mann Edge Tool Co 
lect from neoprene-coated WELD- tection. Low-cost UL approved, in INDUSTRIAL SIREN—Sire 
standard or special sizes. pee ’ 
TEX glass cloth (actual tests prove PROTECTIVE HEAT CLOTH for Benjamin Electric Mfg. ‘ 
it outlasts asbestos-type fabrics) or protection within inches of 2000° [NNERFLEX—Fire hose 
TUF-TEX heavy-duty brown vinyl temperature. Made into protective General Fire Extinguisher Cory 
duck. All resistant to fire, water, and garments, portable fire shields, cur Ey eRe oe 
mildew. rae tains, panels, or drapes. Fyr-Fyter Ca 
b | 
Ad FOR FIRE INVINCIBLE—Hose 











PREVENTION , 
Me rcer Rubbe r Lo 


IPCO—Fire blankets, blanket holders 
burn dressings, burn medicants, first 
aid kits, canvas shields, fire shield- 


salvage covers, welding irtains ar 
asbestos clothing. 

ndustrial Proc ts Co 
FOR OVERHEAD TRA Tg al te) Mia) 43 Industrial Produ 








B PROTECTION fol Ge Vmelct— ISSCO—F ire rest ur sults asbe 
Industrial Safety Specialties Ce 
sucsnuans FE ee ae 

FROMMELT INDUSTRIES ee ae 
DUBUQUE, IOWA Janesville Apparel Co 
The Name to Remember for Justrite—Warning lights : on 
Approved Safety Products ans, containers 
Justrite Mfg. Co 
K ARBALOY Chemical extingul oy 
agent 
Fyr-Fyter Co 
KippeE—Built-in CO, systems: smoke 
letecting systems; CO., dry chemical, 
foam, soda acid, vaporizing liquid 
iter, anti-freeze, pump tank and 


+ rack and wheeled extinguishers: hose 
“ie and rack reel extinguishers; ultra 
sonic and photo-elect: burglar & 


trusion alarms 


Walter Kidde & Co 
Kippb—e Atmo—Fire detectior 
Walter Kidde & Co. 
KINNEAR—Automatic fire doors 
Kinnear Mfg. Co 
KONTROI Foam and soda-acid ex 
tinguishers 
M. L. Snyder & Son, Inc 
Kooi-Grip—Asbestos gloves 
Industrial Gloves Co 
KortLanpt—Fire hose. 
Raybestos-Manhattan, I) 
KrEISELMAN—Bellows type resuscitator 

















m, even when the hose is on the 
reel. You have water under pressure 
for immediate use. A swivel joint pro- 


vides continuous flow of water during 


unreeling. You attack the fire immedi- Cycle-Flo Co. 
ately—no delays for laying hose, no LAWSON Waste disposal units, cor 
waiting for someone to turn on miscel- tainers (non-flammable) 
laneous valves. Use as much hose as F. H. Lawson Co. 
needed to go directly to the fire. LEONARD Fire pump. 

American Fire Equipment Co 
Available in a complete range of sizes Licut¢uarD—Emergency lighting units 
Wirt & Knox continuous flow hose reels Exide Industrial Div., Electric Stor 
are easily installed on walis, columns age Battery Co 


LicgHtTINc—Hose racks, reels, carts. 
American Rubber Mfg. Co. 
LirtLe BeEan—250 F-Fire truck 


WIRT & KNOX MFG. CO. [rhino 


LittLe Giant—Play pipes 
Wooster Brass Div., Fyr-Fyter Co 


PHILADELPHIA 32, PENNA. LittLe Mo’s—Nozzles. 


Army’s Fire Service 


ceilings, or floors. 


2308 WEST YORK STREET 
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LoapeD StrEAM INsTantT—Extinguish- 
ers. 
Fyr-Fyter Co. 

Lowsoy—Station wagon cot. 


Bomgardner Mfg. Co. 
Lyrport—Portable resuscitator 
E & J Mfg. Co. 
M & H—Hydrants, valves. 
M & H Valve & Fittings Co. 
M-X—Magnesium chip fire extinguisher 
Buffalo Fire Appliance Corp. 
Mack—Pumpers, tank trucks, aerials. 
Mack Motor Truck Corp., Fire Ap 
paratus Div. 
Macna-Force—Fire hose couplings. 
Wooster Brass Div., Fyr-Fyter Co. 
Mattese Cross—Fire hose, fog hose 
Hewitt Robins, Inc. 
MANHATTAN—Fire hose. 
Raybestos-Manhattan, Inc 
Mars—Warning lights, sirens. 
Mars Signal Light Co. 
Master Licurs—Hand 
emergency lights. 
Carpenter Mfg. Co 
Mast-R—Adapters. 
B & M Siren Mfg. 
Maxritex—Fire hose. 
Hewitt Robins, Inc. 
Maxim—Emergency lighting units, CO. 
fire trucks, foam fire trucks, trailer 
ized fire equipment, pumpers, tank 
trucks, crash trucks, ladder trucks. 
Maxim Motor Co. 
MetaL Fyr-Powper 
agent. 
Fyr-Fyter Co. 
Met-L-X—Metal fire extinguisher. 
Ansul Chemical Co. 


and automatic 


~ 


UV. 


Extinguishing 


1728 


Micro—Portable resuscitator 
E & J Mfg. Co. 

MinutemMaNn—Portable resuscitator 
Stephenson Corp. 

Minute Man—Watchclocks 
Chicago Watchclock Co. 


MIRACLE Carbon tetrachloride auto 
matic extinguisher. 

M. L. Snyder & Son, In 

Mocot Finger cots. 

Wheeler Protective Apparel, In 

MopuLarM—Fire alarm systems 
S. H. Couch Co., Inc. 

Monarcu Fire hose, booster hose 
Hewitt Robins, Inc. 

MSCO—Burn dressings, blankets, first 
aid kits, burn medicants, stretchers 
Medical Supply Co. 

Mvuetiter—Check valves, hydrants, gate 
valves, indicator posts. 

Mueller Co. 

Mutsiryre—Water spray system, water 
spray nozzles. 
Grinnell Co., Inc. 

Mu ctiversat— Deluge nozzle 
Akron Brass Mfg. Co 

Muttitrot—Deluge systems, dry pipe 
systems. 

Grinnell Co., In« 

Municipat—Hose. 

Hewitt Robins, Inc. 

Mystery—Nozzles. 

Elkhart Brass Mfg. Co. 

NIF—Industrial fog nozzles 


Wooster Brass Div., Fyr-Fyter Co 
NationaL—Chemical foam. 

National Foam System, Inc. 
Nautitus—Water extinguishers 


Badger Fire Extinguisher Co. 
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New Easy—Forcible entry tools. 
H. K. Porter, Inc. 
NewMan—Watchclock. 
Detex Watchclock orp. 
NiceroL—Foam liquid. 
General Fire Extinguisher Corp. 
No Frame—Fire blanket. 
4. E. Halperin Co., Inc. 
North Winp—CO,j extinguishers. 
Badger Fire Extinguisher Co. 
Notirier—Alarm systems, break glass 
stations, sprinkler systems, fire de 
tection systems, sirens. 
Notifier Corp. 


Om Cuem—Plastic aprons and clothing. 
Safety Clothing & Equipment Co. 

O_p Hickory—Safety apparel. 
Industrial Gloves Co. 

Otp RetiasLe— Wooden ladders. 
Goshen Mfg. Co., Inc. 


Ortymp1a—F loodlights. 
Benjamin Electric Mfg. Co. 
ONEIDA 2%-gallon pump tank ex- 


tinguishers. 

D. B. Smith & Co. 
OreNn—Pumpers, tank trucks, motor ap 

paratus. 

Oren Roanoke Corp. 
Ovutpoor—Anti-freeze extinguisher. 

M. L. Snyder & Son, Inc. 
P.D.Q.—Nozzles. 

Akron Brass Mfg. Co. 
P-F—Rescue kits. 

H. K. Porter, Inc. 
P-K—-Burn ointment. 

Pac-Kit Co. 
Pac-Kit—First aid kits. 

Pac-Kit Co. 





When the Cry of “Fire” Calls for Swift Action...Be Ready with 





LEEDER 


PRESSURIZED 
DRY CHEMICAL 


Fire Extinguishers 


Size: 5 !bs Size: 10 Ibs Size: 15 Ibs Size: 20 tbs Size: 25 Ibs. Size: 30 Ibs. 

Rating: 8 B:C Rating: 12 B:C Rating: 16 B:C Rating: 20 B:C Rating: 20 B:C Rating: 20 B:C 

Diameter: 5” Diameter: 63, Diameter: 634” Diameter: 734” Diameter: 734” Diameter: 734” 

Height: 15' 2” Height: 18! 2” Height: 2359” Height: 2539” Height: 27'/9” Height: 27'/2” 

Shipping Weight: Shipping Weight: Shipping Weight: Shipping Weight: Shipping Weight: Shipping Weight 
15 Ibs 25 Ibs 35 Ibs 42 Ibs 49 Ibs 54 Ibs 


There are || U/L approved Leeder Models 


(1 Ib. thru 30 Ibs.) 
SALES OFFICE: 133 WOODSIDE AVE. 


LEEDER MFG. CO., ING, stistctire manor nor, 
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Patrot—Watchclock system. 
Detex Watchclock Corp. 
PENGUIN Anti-freeze cartridge ex 
tinguisher. 
Badger Fire Extinguisher Co 
PENTRATE—Wetting agent. 
American LaFrance Corp. 
PERFECTION—Oily waste cans 
Geo. W. Diener Mfg. Co. 
PerFex Rancer—Fire fighting brooms 
Brooklyn Fibre Broom Co., Inc. 
Perkins—Hand emergency lights 
Perkins Battery Co. 
PuHisterR—Vaporizing liquid extinguis| 
ers. 

Phister Mfg. Co. 
PHoN-O-Matic—Automatic and phone 
fire and security reporting systems 

Notifier Corp. 


PioNEER—Fire pumps. 
Western Fire Equipment Co. 
Pirsch—Pumpers, tank trucks, aerial 
ladders, ground fire ladders. 
Peter Pirsch & Sons Co. 
PLastic Seat—Badges. 
Award Incentives, Inc. 
P NEOLATOR—Resuscitator 
Mine Safety Appliances Co 
Pius-Firty—Dry chemical extinguish 
ers. 
Ansul Chemical Co. 
POCKETAIRE — Oxygen-breathing equip 
ment. 
Cycle-Flo Co. 
Pomona—Fire pumps. 
Fairbanks, Morse & Co. 
Porto Pump—Portable fire pump. 
Porto Pump, Inc. 





CLEANING PARTS 
WITH INFLAMMABLE LIQUIDS 
CAN CAUSE DISASTROUS FIRES! 


Kher 


SOLVE YOUR SAFETY PROBLEM 
WITH KLEER-FLO EQUIPMENT 
& HIGH FLASH POINTS SOLVENTS 


Kleer-Flo 
Model 30 
(less Jet 
Air Gun) 
also 

’ available 


AND SANE WAY 
TO CLEAN 


Automotive and 
Industrial Parts 


> ws 
CLEANMASTER 


MODEL 50 


CLEAN PARTS 
3 WAYS-SAFELY! 


1. Continuous Flow Hose 
2. Air Agitated Soaking Tank 
3. ‘Super Power”’ Jet Air Gun 


Bugged equipment that users enthusiastically say “pays for itself many times over in efficient 


time-saving, long trouble-free u 
foreign material and returns cle« 





! A continous flow pump strains, filters and ejects abrasive 
Kleer-Flo Hi T Degreasol or M-467 Cleaning Fluids through 


the semi-rigid hose to the upper soaking tank. Fire hazard is reduced by a quick action fusible 


link in self-closing cover 
Efficient patented elect 


y a fan-cooled brushless, sparkless motor. 


Adapted for Critical Cleaning 
of Automatic Transmissions 
and Power Steering Units 


America’s Foremost Producers of Parts Cleaning Equipment 


PRACTICAL MFG. CO. 


2840 4th AVE. S.* MINNEAPOLIS, MINN. 





Circle No. 79 on reader service card for more information 


74 








Porto Pumper—Trailerized fire fignt- 
ing equipment, palletized equipment. 
Porto Pump, Inc. 

Porto-Rak—Hose storage racks. 
Circul-Air Corp. 

Poweron—Water spray nozzle for ele 
trical equipment. 

American LaFrance Corp. 

PoWHATAN—Sprinkler valves, fire hose 
valves 
Powhatan Brass & [ron Works, In 

PrReAKNESS—Trailerized apparatus. 
Preakness, Inc. 

Pres’> Ain—Demand-type breathing ap 
paratus. 

Acme Protection Equipment Co. 

PRINCETON—Fire hose. 

Hewitt Robins, Inc. 

Protectacote—Neoprene clothing 
American Optical Co. 

Protect-A-VaLtve—Gas mask valve pro 
tection assembly and accessories for 
respiratory equipment. 

Acme Protection Equipment Ce 

Protrection—Safety cans. 

Geo. W. Diener Mfg. Co. 

PRoOTECTOFOAM—Built-in air foam sys 
tems, foam nozzles 
Grinnell Co., Inc 

PROTECTOSEAI Safety cans, safety 
tanks, waste disposal units 
Protectoseal Co. 

PROTECTOSPRAY Water spray system 
water spray nozzles. 

Grinnell Co., Inc. 

Pur-A-Wetp—Gas mask for protection 
against toxic fumes in welding 
Acme Protection Equipment Co 

PyprauL F-9—Fire resistant hydraulic 
fluid 
Monsanto Chemical Co 

PyLe—F loodlights. 

Pyle-National Co. 

PyLte-NaTIONnAL—Floodlights, gyralites, 
and sirens. 

Pyle-National Co. 

Pyr-A-Larnm—Fire alarm system. 
Pyrotronics Div., Baker Industries. 
PYRENE Vaporizing liquid, chlorobro 
momethane, soda-acid, water, anti 
freeze water, chemical foam ex 
tinguishers; extinguishing powder for 
magnesium fires; air foam com 
pounds; air foam play pipes; built-in 
air foam fire extinguishing systems 
Pyrene—C-O0-Two Div., Fyr-Fyter Co 

PyropyNe—Wet water cartridge. 
Aquadyne Corp. 

PyrosoL—Wet water concentrate 
\quadyne Corp 

(Quapway—Fog nozzles. 

Wooster Brass Div., Fyr-Fyter Co 

Quartzoip—Sprinkler system 
Grinnell Co., Inc 

Quick-Aip—COsz, dry chemical, foam, 
soda acid, vaporizing liquid, water 
wheeled knapsack extinguishers i! 
lined linen hose 
General Fire Extinguisher Corp 

Quick Servick—Oily waste cans 
Geo. W. Diener Mfg. Co. 

RaisLer — Automatic sprinkler systems, 
sprinkler valves, fire protection sys 
tems and sprinkler heads 
Raisler Sprinkler Div. 

Ranpotpuo—COy, extinguishers, whee 
CO, extinguishers. 


Ran lolph Laboratories, I: 
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Ray-Fou—Fire shields, portable-heat 
resistant. 
Frommelt Industries 
Ray-Tex—Fire curtains 
Frommelt Industries 
RecorpALARM—Alarm system 
Gamewell Co. 
Rep Comet Vaporizing liquid fire ex 
tinguisher. 
Red Comet, Inc. 
REEVES Stretchers, salvage covers, 
welding curtains. 
\. Smith & Son, Ine 
REGENT Fire hose and extinguisher 
cabinets and pin type hose racks. 
Wirt & Knox Mfg Co. 
RELIABLE Sprinkler heads, valves 
systems, automatic systems 
Reliable Automatic Sprinkler Co., Inc 
Revier—Single and double jacket fire 
ca 
Republic Rubber Div 
Renpein——Unlined linen fire hose 
Chas Nie dner’s Sons Co 
Repussie Fire engine and chemical 
hose 
Republic Rubber Div. 
Reviv-A-Lire—Resuscitators 
Oxygen Equipment & Service Co 
Ricu Metal and wood ladders 
Howard B. Rich. Ine 
Rocker-Luc—Coupling 
Akron Brass Mfg. Co. 
SAFA—Industrial and municipal _ fire 
alarm systems. 
SAFA Div.. Fyr-Fyter Co 
SaFECO—Safety clothing. 
Safety Clothing & Equipment Co. 
SAFE Guarp—Safety containers 
General Fire Extinguisher ¢ orp 
SAFETY First Dry chemical  extir 
guishers 
Safety First Products Corp 
Sare-T-Cueck—Watchclock 
Detex Watchclock Co. 
Sare-T-MeTER Dry chemical extin 
guishers 
Safety First Products Corp 
SAFETY-SPRAY—Fire extinguisher 
Red ¢ omet, Inc. 
SaMsonN—Fire alarm systems 
S. H. ¢ ouch Ce Ine. 
Sanrorp—Pumpers, tank trucks, lad 
der trucks, high pressure fog pump 
ers, and helmets 
Sanford Fire Equipment Corp. 
SAVEALL—Sprinklers. 
Globe Automatic Sprinkler Corp. 
Scott—inhalators, respirators, breath 
ing equipment. 
Scott Aviation Corp. 
ScoTTORAMIC—Face masks 
Scott Aviation Corp. 
SeACRAVE—-Pumpers, tank trucks, high 
pressure units, aerial ladder trucks 
Seagrave Corp. 
Seco—In-plant fire trucks 
Seco Engineering & Mfg., I 
SELECT-FLO Nozzles 
Wooster Brass Div., Fyr-Fyter ( 
SeLcect-O-StTREAM—Fog nozzles 
Elkhart Brass Mfg. Co. 
Sentry-Lire—Emergency lights 
American Optical Co. 
SHaAnPsvILLeE—Motorized fire apparatus 
Sharpsville Steel Fabricators, In« 
SHUREDRY Fire blankets, salvage cov 


Fulton Bag & Cotton Mills 


Sitver Spray—Fire extinguisher 
Red Comet, Inc. 
s1PCO—Smoking receptac les 
Standard Industrial Products ( 
sino-Drirt—Sirens 
B & M Siren Mfg. Co. 
SK1-20 Fire fighter. 
John Bean Div., Food Machinery & 
Chemical Corp 
KULLGARDS—Hard hats 
Mine Safety Appliances ¢ 


~ 


SLIDEWELL—Couplings 

Elkhart Brass Mig Co 
SmitH—Fire nozzles 

D. B. Smith & Co., Ine 
Smoke-Eater—Gas masks 

FE. D. Bullard Co 
Svo-Foam—Foam nozzles 

Cardox Corp 
Swno-Foc—CO, extinguishers 

General Fire Extinguisher Corp 
SNP—Horns 

Benjamin Electric Mfg. Co 
SNYDER STANDARD—Fire hose, firemer 

g and boots. 

M. L. Snyder & Son, In 
SOS—Fog nozzles 

Elkhart Brass Mfg. Co 
Spa-Fra—-Welding curtains, <al 


othing 


overs 
Frommelt Industries 

SPARTAN Wat he locks 
Chicago Watchclock Co 

SPARTAN SpectaLt—Watchclocks 
Chicago W atcheloc k Co 


Spec Mask-—-Gas masks for wearers 


prescription glasses 

Acme Protection Equipment Co 
Spreep-O-Two—lInhalators 

Geo. W. Diener Mfg. Co 
SPRINKLER WaTCHMAN Auto 


ilarm systen 
Gamewell Co 

Soureze Grip—CO, extinguishers 
Pyrene—C-0-Two Div.. Fyr-Fyter Co 

SSS.—-Fire boots and coats. 

Good all Rubber Co. 

S-T—Ratchet hydrant wrench 
S-T Hydrant Wrench Co. 

STAR Sprinkler heads, ~ foam-water 
sprinklers, valves, automatic systems 
Star Sprinkler Corp. 

STarcarD—Sprinklers, upright an 
pendant. 

Star Sprinkler Corp. 

Sta 35—Fire fighters. 

John Bean Div., Food Machine 
Chemical Corp 

Sta 60—Fire fighters. 

John Bean Div., Food Machinery & 
Chemical Corp 

Sta Sare—Welding curtains, blankets 
Standard Safety Equipment Co 

Stesco Propucts—Rescue kits, tools 
Stein Bros. Mfg. Co 


SreeEL-Grip—Safety appare 


~ 


} 


Industrial Gloves Co 
SrEMFIRE—Soda and acid ma 
M. L. Snyder & Son, Ine 
STEMPEL—Fire extinguishers, hos 
extinguishers, unlined linen hos 
emergency lighting units, oily wast: 
cans, 
M. L. Snyder & Son, Inc. 
STEPHENSON Inhalators, resuscitators 
lemand inhalators 
Ste phe nson Corp 
STERLING—Fire alarms 


Sterling Siren Alarm Co., Inc 





NEW METHODS FOR 
REACHING HIGH 
PLACES SAFELY... 


/BALLYMORE 
MOBILE 
ACCESS 





For working easily and safely at 
levels up to 40 feet above the floor, 
there’s nothing like Ballymore 
Mobile Access Lifts. These power 
platform lifts are readily portable 
and, by using levelizing jacks, main- 
tain a steady, firm position at any 
location. When folded, the lifts pass 
through narrow openings, into and 
out of elevators. 

A push-button switch on the 
guardrail gives the user complete 
control of the lift. Used indoors and 
out for an almost endless variety of 
jobs. Six different models available 
for maximum reaches of 19 to 42 feet. 

Write today for complete infor- 
mation to the Ballymore Company, 
West Chester 14. Pa. 





HYDRAULIC LIFT 
WORK PLATFORM 
nother Safety Prod- 
uct by Ballymore. De- 
signed tor sate use at 
levels between 7 and 
20 feet. Can accom- 
modate up to 3 men. Portable, flexible, 
safe. Write for details. 





hele) @ie) Mi. beet 12! 


TO BE SURE BALLYMORE COMPANY 


IT’S THE BEST! § WEST CHESTER PA 
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SECOND 


Blt 


PRINTING 





“AN INVALUABLE BOOK" 
. Plant Safety Director 


CASE STORIES, in a style as interest- 
ing to read as a novel, give both the 
rulings and the thinking behind actual 
workmen's compensation decisions. 
Over 3,000 index listings to help you 
find the answers to workmen's com- 
pensation claims. In non-legal lan- 
guage, the text covers more than 
490 pages. 


SOME OF THE 
TOPICS COVERED 
"Going and Coming” Rule 
Injury by Willful Misconduct 


Successive Injuries 


Employer or Employee 
Misconduct 


Rulings on Occupational 
Diseases 

Hazardous Employment 

The Independent Contractor 


$12.50 


READY FOR DELIVERY 














ORDER NOW 


Book Dept... OCCUPATIONAL HAZARDS 
812 Huron Rd Cleveland 15, Ohio 








Stop-Fire—CO:2, dry chemical, foam, 
soda-acid, vaporizing liquid and water 
extinguishers. 

Stop-Fire, Inc. 

SuPERFLAT—Fire hose. 

General Fire Extinguisher Corp 

Super Fyr-FLex—Dacron hose 
Fyr-Fyter Co. 

Super Fyr Strype—Dacron fire hose 
Fyr-Fyter Co. 

SupercarD— Finger and _ body _ pro 
tectors. 

Industrial Gloves Co. 

Suprotex—Sprinkler system. 

Automatic Sprinkler Corp. of America 

SuRFAX—Wetting agent. 

E. F. Houghton & Co. 

SWABETTE—Antiseptic swabs. 

Davis Emergency Equipment Co., In 

SWP—Fire alarm (industrial), horns 
Benjamin Electric Mfg. Co 

SYSTEMETTE—Hose carts. 

Randolph Laboratories, In« 

(RD 20—Fire fighter. 

John Bean Div., Food Machinery & 
Chemical Corp. 

Can-A-BurN—Burn medicant 
Medical Supply Co. 

lannoip—Burn medicant. 

Davis Emergency Equipment Co., In¢ 

[ELETHERM—Automatic alarm system 
American District Telegraph Co 

THERMOSWITCH Temperature control 
switches. 

Fenwal, Inc. 

THompson—Lightning rods, arrestors 

George E. Thompson Co 


l'icer—Rubber lined cotton hose 
American Rubber Mfg. Co 
loccLeMatic—Expander. 
Wooster Brass Div., Fyr-Fyter Co. 
lokHEIM—Petroleum dispensing equip 
ment. 
lokheim Corp. 
Tor Notcu Siren—Firemen’s boots 
Beacon Falls Rubber Footwear 
lowerR—Chemical hose. 
Republic Rubber Div. 
l'royaN—Sprinkler system. 
Automatic Sprinkler Corp. of America 
Trumpet Branp—Cast and forged brass 
hre equipment. 
Wooster Brass Div., Fyr-Fyter Co 
Ucon—Fire resistant hydraulic fluids 
Union Carbide Chemicals Corp. 
Unperwriters’—Fire hose. 
Republic Rubber Div. 
Unperwriters —Couplings and nozzles 
Wooster Brass Div., Fyr-Fyter Co 
Unetre—Burn ointment tubes 
Davis Emergency Equipment Co 
UNIVERSAL—Soda acid, foam, vaporizing 
liquid fire extinguishers. 
(American Fire Equipment Co 
UniversaL—Boyer model fire pumpers 
& industrial, crash, tanker & ladder 
trucks. 
Universal Fire Apparatus Corp 
Un-O-Matic—Auxiliary control panels 
Notifier Corp 
l NOX Wetting agent 
Akron Brass Mfg. Co 
Urimiry—Floodlights. 
Benjamin Electric Mfg 








Fifty Jobs Gone 





Wide World phot 


DAMAGE: $250,000. Workers were filling cans with freon 
when an electric spark touched off an explosion in this 
Chicago chemical plant. Fire threatened three big tanks 
of aleohol at the rear of the building. The plant was a 
total loss. Fifty jobs were affected. 
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Vattey—Fire trucks 
Valley Fire Truck Co. 
VAPOTESTER Combustible gas indi 
cator. 
Davis Emergency Equipment Co., In: 
Vani-A-Foc—Fire nozzles. 
Wooster Brass Div., Fyr-Fyter Co 
VaseLine—Sterile burn dressings 
Chesebrough-Pond’s, Inc. 
VERIBEST -Vaporizing liquid pump ex 
tinguisher 
M. L. Snyder & Son, Inx 
VersaTILe Power—Portable power unit 
pump. 














MISSILE AGE EQUIPMENT 
CAN PREVENT DISASTROUS FIRES 


For Plant Fire and Security Protection 
Industry looks to 


National Alarms Corp 
ViciLtarm—Alarm system 
Gamewell Co. 
VikinG—Automatic sprinkler systems 
Viking Corp. 
Viracuarp—Alarm system 
Came well Co. 
VOCALARM Alarm system 
Gamewell Co 
Von Duprin—Fire door hardware 
Vonnegut Hardware Co 
W asHreeL—Wash-up hose ree! 
Wirt & Knox Mfg. Co. 
Wasu-up Reet—Wash-up hose ree! 
Clifford B. Hannay & Son, Ine 
WATCH MASTER Emergency lighting 
units, 
( arpenter Mfg. Co 
Water Foc Fog nozzles. 
Rockwood Sprinkler Co. 
Waterous DepEnDABLE Pumps, hy 
drants. 
Waterous Co. 
Water Wetter—Wetting agent 
M. L. Snyder & Son, Inc 
Westco—Fire pumps. 
Fairbanks, Morse & Co 
Wet—Wetting agent. 
Rockwood Sprinkler Co. 
WHEELER Protective clothing, fire 


rescue suits, hats, caps, helmets, uni 





“THE LEADER" 


FOR @ Quality Equipment 
@ New Ideas 
@ Modern Developments 
Such as replacement of 19th 
century code wheels with modern 
plug-in electronic equipment. 
Fast as the speed of light 
Notifier engineers will help you solve your fire and security pro- 
tection problems. No job too small, no layout too big or compli- 


cated. Why not send us your prints? Just write - - - we'll be glad 
to tell you more. 


* See Directory of Products for our fire equipment listings. 


fous ais mete) {del 7 Wale), 


Lincoln, Nebraska 








forms, blankets, canvas and _ fire 

shields, rescue equipment, and sal 

vage clothing. 

Wheeler Protective Apparel, Inc. 
Wire Trussep—Wooden extension lad. 


ders. 
Goshen Mfg. Co., Inc. 
Wirts — Continuous flow hose reels, 


carts, cabinets, wash reels, racks, ex 
tinguishers, crow bars, fire hose 
valves, unlined linen hose, trailerized 
fire equipment, spray nozzles. 
Wirt & Knox Mfg. Co. 

Witt—Oily waste cans, waste disposal 
units, & covers for cans & drums. 
Witt Cornice Co. 


Wooster—Cast and forged brass fire VALLEY CHAMPION—Perfect for Plant Fire Protection 


equipment. 

















. , : CHAMPION Willys 4-wheel drive EQUIPPED to do the job. Carries 
Wooster Brass Div., Fyr-Fyter Co. built for plant use. Complete with ladders, axe, pike pole. Hose bed 

WoRTHINGTON High pressure fire 500 G.P.M. frost free, 150 PSI Class capacity 500° of 2%” and 500’ of 
pumps “A” pump... 200 gallon booster 1%” hose. 4 equipment compart- 
Worthington Corp. tank and reel . 150’ of 1” hose ments. Siren, flasher, spotlight. You 

Woven-Garp — Hand and arm pro 2 lengths 4” suction hose can pump and move truck in motion. 
tectors. FITS AISLES of most plants. Just BE READY when the fire bell 
Industrial Gloves Co 6%’ wide 19’ long. Powered by sounds in your plant. Here is the 
: : pale oes famous Super Hur- truck you can af- 

X-Trupe—Couplings. rican 6 eylinder | Also available in Willys cab-| ford. PRICED TO 
Elkhart Brass Mfg. Co. 115 hp. engine for | over-engine Model FC 170. SELL. Sold direct 

Yettow FrasH 8—Hand light, 8-cell plenty of power. by manufacturer. 
Justrite Mfg. Co. Write for complete specs and prices. 


YeLLtow Jacket—Hand light, 3-cell. 


Justrite Mfg. Co. VALLEY FIRE TRUCK co. 


ZonALakM—Fire locating system. 59 Tuscola Rd. Phone TW 5-5601 Bay City, Michigan 


Edwards Co., Inc. 
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Ric T OFF THE DOCKET 
i_| 


Reports of recent court decisions in workmen's compensation insurance cases 


Untoward occurrence: Was Edward I. Litman 
the victim of an accident, or did he simply get sick? 

He was manager and bartender for a Pennsylvania 
taproom. One night, when the porter was away, he 
went to the refrigerator to tap a keg of beer. That 
usually takes five to ten minutes. While he was tapping 
the keg, a rod broke; Litman tried to install a new one, 
and stayed in the refrigerator about thirty minutes 
without a coat. It was the first time in fourteen years 
a thing like this had happened. 

The next day, Litman had a cold in the chest. He 
also had an acute infection that made him cough and 
bring up yellow sputum. 

Two weeks later, he was paralyzed. He went to a 
hospital, stayed there five months. Finally, he trans- 
ferred to a New York City hospital, where he stayed 
four more months. After that, he remained at home. 
but was paralyzed from the chest down, and had to 
have a constant attendant. The cause was transverse 
myelitis. 

Debate arose over whether Litman’s trouble was due 
to an accident or simply due to sickness. The debate 
ended in court. 

Litman had experienced, the court decided, an “un- 
toward occurrence,” an “unforeseeable mishap.” He 
couldn't have anticipated that the rod would break 
when he began tapping the keg; it was an out-of-the- 
ordinary event. The emergency exposed him to cold for 
some time, and set the stage for illness. Under Pennsyl- 
vania law, an accident had taken place. 

Claim allowed. 


Litman v. Litman: Superior Court of Pennsylvania, 
January 21, 1958. (137 A.2d 918) 


New choppers: J. B. Reeves dropped a block of 
ice on his foot and asked for a new set of false teeth. 
The court gave it to him. 

The ice weighed about 35 pounds. He dropped it 
on his left foot. When a doctor treated him, Reeves 
complained of pain in his lower back as well as in 
his foot. The doctor called his trouble causalgia plus 
neuritis, and defined causalgia as “hyperactive response 
to sympathetic nerves.” 

Examination showed that Reeves’ lower teeth were 
infected. He already wore an upper plate. The doctor 
believed the tooth infection caused the neuritis in 
Reeves’ back and aggravated the pain in his foot and 
leg. He ordered the teeth extracted. 

Reeves’ employer argued that tooth infection wasn’t 
due to foot injury. Why, then, should he have to 
furnish Reeves a lower plate? 
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The court went alone with the medical testimony 
when a dentist agreed with the opinion of Reeves’ own 
doctor. 

Claim allowed. 

B. C. Rogers & Sons Reeves 


Mississippi, December 16. 1957. (98 So. 2d 875) 


Supreme Court of 


Heart attack: J. Nowlan 


should be allowed workmen’s compensation for a heart 
attack which occurred in his doctor’s office. 


claimed he 


Harper 


Harper worked for a foundry and suffered a burn o1 
his left leg when a spark from a piece of slag ignited his 
trouser leg. He treated his injuries with home remedies 
for a few days: then (four days later) consulted a physi 
cian. 

The doctor, finding some third degree burns. advised 
Harper that a skin graft would be necessary and in- 
structed him to return the following week to have it 
done. The next week, the doctor noted that Harper 
showed symptoms of a heart attack. He sent him io a 
specialist in internal medicine. who diagnosed his con- 
dition as an acute myocardial infarction. Prior to his 
accident, Harper had had hypertension. 

His physician testified that the strain occasioned by 
the accident, and the concern and anxiety he experienced 
when he was faced with the prospect of submitting to 
skin grafting, precipitated the heart attack. Another 
physician, however. denied the possibility of direct re- 
lationship between the accident and the heart attack. 
although he concluded that the emotional stress attend 
ing the accident might have been a contributing factor. 

The Mississippi court said that there was no funda- 
mental difference of opinion in what the two doctors 
stated—that is, the heart attack was causally related 
to Harper’s previous compensable injury. 

Claim allowed. 


Harper Foundry & Vachine Company Harper 
Supreme Court of Mississippi, March 3, 1958. (100 
So.2d 779) 


Going and coming rule: Vhe usual rule that injury 
or death to an employee on his way to or from work is 
not compensable, did not apply in the case of her hus- 
band, contended Lillie L. Judson. 

Arthur C. Judson died as a result of being struck by a 
car while he was crossing the street from a public park- 
ing lot to the plant where he worked. Mrs. Judson alleged 
he was on company business before he reached his place 
of employment, said that he had to stop on the way to 
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the plant to pick up a gear wheel for one of his em- 


plover’s machines. 

Judson’s employe contended that this was not the 
case: Judson was merely on his way to work when he 
was killed, and no orders had been given him to pick 
up any equipment on the way. 

In the absence of proof of Mrs. Judson’s allegations, 
the court denied compensation, but remanded the case 
for a new trial, indicating that if the widow had sufficient 
evidence (which she claimed she did) to show that a 
piece of equipment was actually picked up. the claim 
would be allowed. 


Maryland Paper Products v. Judson: Court 


of Appeals, 
Mari h3 1958 (139 A.2d 219) 


Traveler: A slip on an icy sidewalk was behind 
Ella Schreiber’s claim for workmen’s compensation. 

Miss Schreiber worked for Revlon Corporation as a 
cosmetic consultant trainee. She was continuously on 
the move from city to city in an Eastern territory and 
occasionally had to report to her employer's office. 

On one of her trips, Miss Schreiber checked in at a 
hotel in Hartford, Connecticut, then went to a restaurant. 
On her way back to the hotel, where she was to make 


out reports of her day’s activities, she was hurt when she 


fell on an icy sidewalk. 

No compensation should be allowed, Revlon claimed, 
since Miss Schreiber was on a personal mission when 
she was injured—that of returning from her dinner, a 
normal procedure no matter where she was. 


continued on page 8l 











HAV-ALIFT SALT TABS 


Three words, “Hav-aLift 
Salt Tabs," denotes the 
highest quality coated Salt 
Tablets available. 





Hav-aLift Salt or Salt & Dextrose Tablets 
are regulated, thus dissolve evenly and in- 
troduce Salt to the system gradually. In 
addition, you NEVER taste the Salt for 
these Tablets are dissolved by the gastric 
juices. As a result, there is no nausea when 
you take a Hav-aLift Salt Tablet. 

Packed in Disposable Dispensers, there are 
4 different Hav-aLift models to fit any 
need. 


Write today for full descriptive literature. 


A. E. HALPERIN CO., INC 


BOSTON 18, MASS. 
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=> WHATEVER 
the-JOB... 





00D 


There's a 
Glove that fits it best 


Every handling job involves 
certain elements such as heat, 
cold, abrasion, acids, and alka- 
lies. No one glove can success- 
fully handle all these conditions. 
That’s why HOOD makes 29 
different kinds of rubber, neo- 
prene and plastic work gloves. 
Each one is specially designed 
to do a particular kind of work. 





Hood’s famous Glove Guide 
takes the guesswork out of 
glove selection. Its ‘‘wear test’ 
performance chart helps you 
choose the most economical 
glove for every job. 
Send for your free copy 
today. 






NO. 7703 NEOPRENE 
COATED 14's” indus- 
trial weight with nat- 
ural-fit fingers. One 
of 29 different styles. 


— 
HOOD RUBBER CoO., 


a division of B. F. Goodrich Company 


WATERTOWN, MASS.. 
RUBBER - NEOPRENE ~ PLASTIC INDUSTRIAL GLOVES 
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RIGHT OFF THE DOCKET 





The New York court. however. did 


nol go along 
with this contention. 


An employee traveling on busi- 


ness is deemed within the area 


of employment if he is 
injured in his normal activities. 


The restrictive rules governing departure from em- 
ployment in cases of inside employees going away from 
the employer's premises for lune h. for ¢ xample. d AND OTHER ANNOYING 


a not 
apply to traveling workers. They are 


apply to aveling, workers, “They are seauired. of | HA @ LS Mi Ti tea d lols Es WITH 


whe I thes are 
at home. 


The court indicated an award would be justified even 
if Miss Schreiber had no further work to do when she 
got back to the hotel: but the fact that she had reports 
to make out lent strength to the ruling that her return 
was in the course of her employment. 

Claim allowed. 

Schreiber v. Revlon Products ¢ ratior 
Supreme Court, Appellate Division, Marct 
(171 N.Y.S.2d 122) 


Heart palpitations: A recent compensation death 
claim in New York State concerned the widow of a 
worker who died during an operation for the removal 
of emboli in his legs. 


The employee. William Slave. worked f all places) 


sc te ee tonsa Wc cree PURPOSE SKIN CLEANSER 


next page 








WITH EFFICIENT DISPENSERS Port- 


NOW! STOP WASTEFUL EXPENSE | 722. ond Stotionery, Throughout 


Your Plant 


AT YOUR RAILROAD SIDING Recognized throughout industry as a super- 


ior, heavy duty paste-cream antiseptic 

skin cleanser, VI-LAN fortified with Lan 
Act 12, is properly dispensed with portable 
and stationary dispensers conveniently 
placed on work benches, service trucks, 
oil rigs, laboratories, store rooms, work 
carts, lavatories, and in EVERY WASH 
ROOM. 


Used WITH OR WITHOUT WATER, Vi- 

Lan removes greases, oils, paints, tars, 

acids, asphalt, pipe dope, rubber, etc., in- 
hibits dermatitis, and serves to eliminate 
lost man hours and expensive compensation 
claims. 











sasioas It drastically reduces hand-cleaning costs 


, i and removes stubborn soils in less time 





than conventional soaps and detergents. IT 
DOES WHAT SOAP CANNOT DO and its 


lanolin content preserves natural skin qual- 
ities. 


IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges — 
are slashed. Industrial accidents are minimized...And a No. 60-70 
Lo-Hed Car Puller saves money inside a plant, too — pulls 
loads in a straight line, up grades and around corners. 
Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. Write for folder telling you how to use a 


A TTELICAH ENGINEERING; | ieeeesiaeaeeenaaenanl 


COMPANY ENTERPRISES, INC. 


Dept. CP-184. Wheatsheaf Lane & Sepviva St Philadelphia 37, Pa 
CANADIAN SUBSIDIARIES: Affiliated Engineering Corporations, Ltd 427 South 20th Street 


Montreal, P. 9 Bowden Industries Ltd., Toronto, Ont ‘ a 
Louisville 3, Kentucky 





Write for descriptive folder: “Keep Their 
Hands Clean and Germ Free.” 


AE products are: Taylor, Spread and Vibra-Grate Stokers, Hele-Shaw 
and Hydramite Fluid Power, Lo-Hed Hoists, Lo-Hed Car Pullers, Marine Deck 
Auxiliaries 
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IT'S LIGHT! 





“BROAD 


'\ DUST 


"hs, j and 


/ SPRAY 
HOOD 


Protection from dust and spray. 
Lighter-cooler-unobstructed vi- 


Patent No. 
2537265 


sion in all directions. No interfer- 
ence with work to be performed. 


Used to advantage on many 
maintenance and production 
operations. 


@ WRITE FOR BULLETIN NO. 42 


(PLD Safety Equipment for all Industries 


INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth St. * Philadelphia 33, Pa. 





VISION | 





Longer Wear 
in every pair 
and SAFER, too! 
SEIBERLING 


OY ee RZ 
ogee i ae ee “4 
i ; V4 XEON VS] 


Oe, Tee, OG VMN, 
er ee Ve ee 
Sexe ped i ine 


INDUSTRIAL GLOVES 


e@ Patented embossed NON-SLIP 
safety grip moulded into fingers 
and palm. 

e Curved fingers for more comfort 
and better fit. 

e@ Tough and durable .. . last longer, 
look better. 

Natural Rubber or Neoprene Latex 








CATALOG No. G2 


of Seiberling's complete 


SEND FOR Ss th, be, 
LATEX PRODUCTS 


Industrial Glove Line! 
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New Bremen, Ohio 
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RIGHT OFF THE DOCKET 


" 
ontiunued tron wmige ol 





He was a hearing reporter. He had suffered from 
chronic rheumatic heart disease dating back to the age 
of seven. He had been under treatment for rheumatic 
heart disease for two or three vears before the alleged 
accident. Because of his condition, the board had. for 
several years, permitted him to quit work at 4:00 in 
the afternoon, 

One day Slave worked longer than usual reporting a 
referee’s hearing and felt what he termed “heart palpa- 
tions” during the later part of the afternoon. He felt 
tired and weak when he finished his work. He took the 
subway as usual, walking four blocks to his home. 

Slave returned to work the next day. and worked con- 
tinuously for about a month. when he suffered an em- 
bolism in his left leg followed by a similar complication 
in his right leg and in his spleen. Six months later. he 
was operated on for the removal of these emboli. He 
died on the operating table. 

The widow contended that her husband's death re- 
sulted from what started as heart palpitations the day he 
worked late. However. there was substantial medical 
proof that the rheumatic disease was chronic and pro- 
gressive, requiring drastic treatment. and would inevit- 
ably produce cardiac failure unrelated to effort. 

Claim denied. 

Slave v. New York State Workmen's Compensation 


Board: New York Supreme Court, Appellat: Division, 
March 5, 1958. (171 N Y.Supplement 2d 135 


lf You 












Give a Moot 
about 
STAIR ACCIDENTS 


GIVE A THOUGHT to placing NO-TRAX 
CHEVRON stair treads on the stairs in your 
plant. Why? Because these stair treads can 
materially reduce the number of stairway acci- 
dents .. . and such accidents account for about 
35% of all deaths caused by falls. NO-TRAX 
CHEVRON stair treads’ diagonal and frontal bars 
catch more light, produce a two-tone effect that 
greatly increases visibility. 
@ For more details contact your local 


Janitor Supply sor write Dept 0 


SUPERIOR RUBBER MFG. CO. 


50! West 82nd St., Chicago 20, Ill. 


Manufacturers of No-Trax Mats For all Types of service 
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—. 
HIGHEST /SIN 


but lowest in cost 


e generous ventilation ¢ soft, comfortable vinyl frame fits face 
¢ fits over widest framed spectacles 


(over 42” clearance between inner and outer lenses 
i when worn as cover goggle) 


7 S$ S S$ @e Ss 


Wide-angle vision 


Thrifty SAF-I- FLEX 


TOTAL WEIGHT LESS THAN 202 


USSSCO 
Symbol of 
highest quality 
and assurance 
thot product 
meets all ASA 
Code and Fed- 
eral Specifica 
bilelat 


For Chemical Workers — Model 
_. with metal hooded screen vents 
and clear or yellow frame 








© 17% ON MENT LENSES 
REPLACE 
° SAVE ur UP 10 30% ON 1-11 PRICE OA AUP 
150 ~©«2+1.40 a 
e Vinyl Vents - 1.50 21.40 . 


Waffl 

Clear Frame, pions 
peed Clear Frame’, Meta! Saal es 
424003. Clear or Green Repla 
#2 


d Screen Vents 45 40 35 
igher 





with yellow frame, slightly h 






Write for complete USSSCO Catalog \ All equipment in the USSSCO line is designed, manufactured, and 


} sold direct to the user by United States Safety Service Company. 


There’s a trained, full-time USSSCO Safety Service Engineer 
near you. See Yellow Pages, or write Kansas City. 


UNITED STATES SAFETY SERVICE CO. 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 





Your Modern 
Safety Headquarters . 

















Div. B-6 1535 WALNUT ST., KANSAS CITY 8, MISSOURI 
IN CANADA: PARMELEE, LTD, . TORONTO . MONTREAL 
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PUBLIC FIREMEN 


continued fron 


The chief knew this. but 


believes 


said he 
Undewriters’ standards 
“project a little’-—look toward fu- 
ture, rather than immediate. needs 


page 3] 





one plant that employs 2.000, along for a fast-growing community. 


with a string of smaller plants. Its “L'll grant that we're not Class 
1942 population was 10.000: today, I,” he said. “but we're in pretty 
it’s 72.000. In 1942. the town had good shape.” 

8 firemen: today. it has 45. It has He was in a mellow mood be- 
two fire stations. with a third un- cause voters have been generous. 


der construction. and three trucks. 

To qualify as a Class I commu- 
nity under Underwriters’ standards, 
Johnsville should have 70 men, 8 
trucks, 5 stations. 


Since 1954. they’ve raised firemen’s 
wages. bought new equipment, and 
authorized the new fire station. 


Other suburbs: When he talked 











Send for FREE sample 


The Nation’s Sweatband 


DRWBROM 








The ORIGINAL Dupont Cellulose Sponge Sweatband 
REINFORCED—WON'T SHRINK—LASTS LONGER 





CLIP-ON DRYBROW 






HARD HATS 
WELDING HELMETS 
FACE SHIELDS 


CLIP-ON-DRYBROW 
ry 






CHECK THESE FIVE (5) TESTED AND APPROVED 
FEATURES FOR SAFETY AND COMFORT: 


1—Clips on a in a matter of seconds 


4—Positively no metal parts 
2-—Fastens on any headband 


5—Meets safety requirements of all 


3—Three adjustment points Power and Electric Companies 


Sweat Band in Demand—Throughout the Land 


AMERICAN ALLSAFE CO., INC. 


1247 Niagara Street Dept. O Buffalo 13, New York 
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about the whole area. the Johns- 
ville chief took a less optimistic 
view. 


“No denying it.” he told us, “there 
are some weak pockets in this area 

places that lack either the money 
or the inclination to provide ade- 
quate fire protection. | think mu- 
tual aid and contract agreements 
are the pick of immediate solutions. 


I'd like 100% aid 


participation among the fire depart- 


to see mutual 
ments of the whole metropolitan 
district. It's sensible to get 
balled up in red tape and involved 


not 
with inter-community friction when 
something as important as fire pro- 
tection is at stake.” 

The chief didn’t the 
100% mutual aid plan a cure-all. 
It was better than the existing con- 
dition, but still only 


consider 


a stop-gap. 
Even if mutual aid were put in 
force area-wide. he felt. most of the 
fire protection manpower and fa 
cilities would be concentrated in the 





Mutual aid... 


Do cities provide fire service to 
areas outside city limits? The 
1957 Municipal Yearbook, pub 
lished by the International City 
Managers’ Association, received 
answers from 1,002 cities on thi- 
question. Of these $94 do not 
provide service outside city 


limits, 315 do provide it on a fee 
basis, 293 provice it at no cost 


to outside areas 





city. and would decline a good deal 
in strength out in the newer sub- 
urbs and the townships. By hav- 
ing to spread possible protection 
farther farther. the city and 
its suburbs would thin al- 


ready over-taxed fire-fighting forces. 


and 


lar cer 


Centralization: 
an area-wide 
asked. 

The chief's reply 


“What about 


fire authority?” we 


was prompt. 
and typical of the reaction to the 
same question we got from other 
suburban fire chiefs: “No: that’s 
not the answer.” 

Suburban chiefs objected to a 


centralized authority on these 
grounds: 
> To set it up would take a 


long time and involve a lot of slow 
moving. cumbersome court action 

> A centralized authority would 
be weighted in favor of the city. 
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Be It would create a great many overcome before a central author ity and manpowe! in fair ratio to those 
political problems. could be created, but said: of the bigger suburbs. But for the 

> Few suburban officials are “Laws can be revised and should most part, these vest-pocket suburbs 


willing to surrender their own be when theyre outmoded. After had volunteer fire departments 





power. all, this isn’t something brand new. with limited equipment. 
> Fire protection in suburbs Several cities have tried it with Phe city official we talked to com- 
already is adequate in most cases. good results. Population movements mented. “These volunteers have lit- 
> Suburban industrial plants require a change. It’s pointless to tle to recommend them other than 
supply their own fire protection. proceed with business as_ usual their enthusiasm to do a job.” 
when the need for change is great We spoke of the industrial ter 
An official of the city fire depart- and becoming greater daily as more dency to move to the suburbs. 
ment held opposite ideas. He was and more people and_ industrial “One good-sized fire loss in the 
convinced that only a metropolitan firms locate in the suburbs.” suburbs could change that in a 
fire authority could cure the re- No formal proposal for a central hurry,” the city man said. “That 
vion’s fire protection. ills. fire authority has been made in the trend could be reversed overnight.” 
? “It would.” he told us. “give us urban area we surveyed, but obvi- ee 
a balanced geographical spread of ous battle lines already are drawn 
manpower and facilities. The en- 
tire area would be covered as 4 In general: Occupations Haz- 
unit, according to its need. The ARDS editors found that most of the ; 
. 9 ; Office horseplay 
way things stand now, there are dis- city’s older. larger suburbs were , 
tricts in dire need of protection. below Class | Underwriters’ rating Prsctigose sa bone ry cam 
“Men would direct the program but still maintained a_respectabl i pore ¢: alia ‘tela 
who understood fire hazards and fire protection set-up. Almost. all lerk set in a chair at her desk 
community fire needs. We'd be able suffered from debates in town coun- (nother employee yanked th 
to do away with this ceaseless bick- cils; in one case. a new fire house hair out from under her, intend 
, : ing only to jerk the chair back 
ering that s blocked progress. was approved. but the coun took The lerk struck the floor. 
“It’s just a question of the need five years to decide where to put it r 1 her back, a sever 
to put community welfare before Newer, smaller suburbs showed sprain. The company suspended 
individual interests.” wide variation in fire protection the horesplay addict for a week 
He admitted that political and strength. Some had permanent. full a 
legal tangles would have to be time departments, with equipment 



























A MAN'S LIFE 





May Depend On Ii! 
DILLON 


DYNAMOMETERS 
test safety 
equipment 


One of many uses for this versa- 
tile instrument. Here a DILLON 
Dynamometer is rigged to re- 
cord the test load applied to a 
window washer’s belt. Mount- 
ing is to an anchor plate at 
bottom and a wooden drum at 
top. An overhead hoist applies 
force to the belt placed around 


Liquid EVERY TYPE OF 


Soap og SKIN CLEANSER 


: ighttoot 


ailelalehiclaitlacs Weel i MR iila-t-MRigeliimeaeh a 
A material to finished product! 








¢ 





ad “ A Specialized Soap to Meet Every the drum. Amount of this ten- 
= Type of Plant Requirement! sion load is indicated by the 
AN Dynamometer — belt elonga- 
tion is shown on a steel tape 
Whether for light, heavy or extra heavy duty, for which moves in proportion to 
general plant or office use, or to solve specific ron vem PTE 
‘ ver other ways in which the A 'ynamome- 
cleansing problems, our more than 40 seen of ter can serve you. Light, compact, rugged. 13 different 
experience in serving industry is at your service. capacities from 0-500 Ibs. up to 0-100,000 Ibs. Modest- 
Your inquiries will receive prompt and intelligent ly priced! For tensile, torque, compression. 
attention! Write today for profusely illustrated brochure and prices. 


Filled with time and money saving ideas! No obligation. 








THE LIGHTFOOT COMPANY, INC. 


380 MADISON AVENUE NEW YORK 17, N.Y 








14606AF Keswick St. Van Nuys 45, Calif. 
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FIRST PLAN 


house, The autocall system works as 
continued from page 35 well for general village fire alarms 
as for plant alarms. Rossford plant 





gatemen operate the system. 


L-O-F profited from experience. At In case the village department is 
a plant operated by another com- out on call at the time a plant fire 
pany, a local fire department breaks out, the Rossford plant gate- 
answered an alarm and killed a man men know it. So they call the Toledo 
while the truck jockeyed back and Fire Department or any of fou 
forth to get by torn-up sewer lines. other mutual industrial fire pro- 
That can’t happen at Thermopane. tection groups in the Rossford- 
Any Thermopane brigade member Toledo area for help. 
who’s with the village department, There's a red ‘phone at the 
too, has an autocall alarm at his Thermopane plant gatehouse that’s 










What other safety equipment 
will earn you 


2,500% profit . 
per year 


on Its cost ? 


Over 30% of employees are handicapped by poor eye- 
sight—average figure of many plants. 


Increased production, after correction of vision, ranges 
from 5% to 40%. If your loss of production is only 
10% per eye-handicapped worker—then 





3% of your payroll is being wasted. (Your actual loss is 
probably higher—test a few of your employees and find 
out.) 


25 times a year— even if your plant has only 100 em- 
ployees—the cost of vision-checking equipment will be 
fully repaid in increased production. 


Not “sales talk”— but hard fact, based on the records of 
many plants (more than 4,500 use this Keystone service). 


Get a sample checking of your employees, or records 
of savings made—use coupon. 


K E Y Ss T be] fe E KEYSTONE VIEW CO., Meadville, Pa 


Occupational | - 


[_] Please write or phone to arrange sampl« 


e . 
Visual Service vision check of some of our employees 


In addition to 5% to 40°; 
increases in production, plants 
installing periodic vision check 
ing have shown 


Send records of savings made in other 


plants 


Your Name 
34°, fewer accidents; reduced 


insurance rates. Company 


20°; reduction in spoilage. 


41‘, saving in training costs. 


| Address 
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used only for fire calls. A plant 
public address system summons the 
shift fire brigade; at the same time, 
the Rossford Volunteer Fire Depart- 
ment gets a call through station 
KQA394 and by autocall. 


Equipment: Naturally, the Ther- 
mopane fire brigade has plenty of 
equipment. Extinguishers dot the 
plant. and hose houses and hydrants 
stand wherever they're likely to be 
needed. 

The plant developed its own “fire 
bucks.” These can be pushed by 
hand. or hauled around through 
plant aisles by fork trucks; some can 
operate electrically, by battery 
power. One buck stands on each 
plant floor, close to an elevator and 
to an outside exit. so that it can be 


moved quickly from floor to floor in 


case of need. Every buck carries 





OUTSIDE HOSES and nozzles are 
inspected frequently, as is all other 
Thermopane fire protection equip- 
ment. 


ample fire-fighting equipment, from 
extinguishers of several kinds to 
hoses and fire axes. 

Fire brigade members have com- 
plete uniforms: hats, boots, coats. 
Uniforms hang inside the fire bucks, 
ready for instant use—and always 
on the same hooks. so that men have 
no trouble finding their own cloth- 
ing. 

Safety director Wenzel inspects 
all plant fire protection equipment 
often—usually, every day. There’s 
a special inspection of hose house 
equipment made at less frequent 
intervals. 


Guards: Thermopane guards are 
fire prevention men. They’re trained 
to watch for fires, fire hazards, poor 
plant housekeeping, trespassers. 
Routes are planned to lead guards to 


continued from page 88 
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even more comfort, 
even more protection 


with new#10 0 series 
| ILLSO 
MonoGoggle 


New snug-fitting, pliable noisepiece and flat inner frame 


now make the famous Willson all-plastic MonoGoggle even 


7 


more comfortable. All-around snug fit assures complete, comfortable 


closure! Extra width of this new MonoGoggle covers largest spectacles. 
Wide, distortion-free plastic lens provides broader vision, extra 
protection ... and lens replacement is simple as ABC. 410 air slots 


in frame give more ventilation. New features all to make 


the famous MonoGoggle now more than ever the 
5 


right choice for more comfort, more protection. 











added comfort... 


added protection... 
added ventilation... 


added vision eee 100 Series ventilated MonoGoggle with clear 


acetate lens and transparent vinyl plastic 
frame. Green tinted frame reduces top and 
APPROVED side glare. Unventilated and indirect models, 


vinyl lenses, green acetate lenses also available. 


eet 


ent Nos. 2406998, 136378-79, 2368750, 137197, other patents applied for 


® 
' LLS 0 Ray-O-Vac Company 


Products Division 
209 Washington Street, Reading, Pennsylvania 


i 


Call your nearby Willson distributor 

for a demonstration of the new Willson #100 
Series MonoGoggle, or write direct for 
descriptive data and prices. 
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ontinued ftror page oO 





the points that 
attention. 

Yet only 20 watchclock stations 
When the 
routes were laid out, pedometers 
were used to establish “units of 
patrol” that would take only 45 
minutes each for every round. 


require special 


are necessary. guard 


On his first round, each guard 
must inspect every piece of fire 


protection equipment in his area, 


with the exception of CQO, extin- 
cuishers. (They can’t be weighed 
without proper scales.) He knows 
for he’s taught to know—just where 
to look for danger. During two 
recent fires at the Thermopane plant, 
guards found the right extinguishers 
instantly; the fives were held small. 
This last talent 


extinguisher at 


finding the right 
the right time 
doesn’t just come naturally. When 
the guard starts with Thermopane, 
he makes a four-hour patrol with 
an experienced man, who teaches 
him extinguisher locations, shows 





For 
Glass 
or 


Plastic 


Wise to Choose — Safe to Use 


COPYRIGHT THE WILKINS CO. INC. CORTLAND N.Y. 












| 


Cleans and Anti-Fogs All Types of 
Personal and Protective Eye Wear 


free Sample 


Send company 
letterhead for 
complete information 


ne WILKINS ce. 


Cortland 3, N.Y. 
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him the sprinkler system, points out 
hazards. 
After the guard knows his route 
well, he learns how to shut off 
sprinkler valves, how to operate fire 


telephones and _ special 


doors and pumps. 

Once every five days during the 
21-day training period, the trainer 
reports on the new guard’s progress 
and attitude. Reports go to William 
P. Collins, director of property pro- 
tection. If a report shows a guard 
isn’t doing well, Collins lets it ride: 
but if a second report shows the 
same thing, in spite of the trainer’s 
efforts, Collins calls the new man in. 
explains the probiem, discusses with 
him the need for competent plant 
guards 
further 


only twice. 


and disqualifies him for 
service. That’s happened 

Every guard must know how to 
turn in a fire alarm. how to summon 
outside fire departments. (including 
those in the mutual aid organiza- 
tions). He must practice using fire 
In short, 
without actually being in the plant 


extinguishers of all types. 


fire brigade. he’s pretty close to 
being qualified for brigade service. 
ee 


“Sudden Injury” 


Approach in Canada 


PHE British Columbia Workmen’s 
Compensation Board has adopted 
something of the “Sudden Injury 
technique in telling employers and 
workers about safety. 


The board 


brightly-colored posters, each bear 


mails a_ series of 
ing details about a particular indus- 
trial injury. to British Columbia 
employers. Every poster carries a 
line drawing of the accident de 
scribed. 

For example. one recent poster 
pictured a man wrapped around the 
shaft of a machine. The text said: 
“The workman was attempting to 
replace the chain on the sprocket of 
a slow-moving wood convevor. The 
sprocket was turning at approxi- 
mately 32 rpm. It is assumed that 
his clothing became caught on the 
procket and he was wrapped around 
the shaft several times, causing in- 
tant death. Don’t gamble your life 
with slow-moving machinery. Shut 
it off before attempting repairs or 
adjustments. even when of a mino1 
nature. @ @ 
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Tops in COMFORT 


To men who wear safety hats all day long, comfort is 
important. And to be comfortable, a hat must fit well and 
bear smoothly and evenly on the head. Like Jackson’s. 


Jackson safety hats and caps give you unequaled ease 
of size adjustment. See for yourself how little it takes to 
fit the headband to your clearly marked hat size and how 
firmly it is kept that way. Smooth and flexible, the poly- 
ethylene headband (uneffected by temperature, moisture 
and acids) is firm enough to hold its shape and has a 
soft-backed leatherette sweatband all around. 


Being easy to adjust, men will fit these hats accurately 
and find they stay on better, even while working in un- 
usual positions and windy weather. And, of course, Jackson 
chin straps and ‘Winterizers’ are easily attached in case of 
really cold and rough conditions. 


Tops in STYLE 


For men to wear safety hats eagerly and even proudly, 
appearance is essential. Jackson’s protect a man without 
looking bulky, they have a clean, uncluttered look. They 
present a shiny, smooth finish, and it is easy to keep them 
spick-and-span. 


Tops in SAFETY 


Thorough comparative testing against published, in- 
dustry-accepted standards proved that Jackson’s three 
types of safety hats and caps, each in its own class, offer 
an extra margin of safety which should make Jackson your 
choice. They’re tops! 


Sold World-Wide through Distributors and Dealers of Welding Supplies and Safety Equipment 


© 4 


Jackson Products 


AIR REDUCTION SALES CO., A DIVISION OF AIR REDUCTION CO., INC. 
WARREN + MICHIGAN 
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The ‘Top Hat’ for Safety . . . the JACKSON ‘LIFE GUARD’ 
offers unequalled extra protection to workers in many trades 
by surpassing both the Edison Institute requirements for 
line workers’ and the Federal Specifications for construction 
workers’ hats. A hat and a cap in white, yellow and grey. 





JACKSON FIBER GLASS hats and caps surpass all Federal 
tests for construction workers’ safety hats. In white, grey and 
six other standard colors. These caps, as well as the Life 
Guard caps, are also available in combinations with Jackson 
welding helmets, goggles and a variety of face shields. 





The JACKSON ‘ALUMIHAT’ complies with all Federal re- 
quirements (including impact and penetration resistance) 
except electrical insulation. The heat-treated aluminum shell 
is anodized to a soft satin finish to reflect heat without undue 
glare. The full brim is strengthened by a strong, rolled edge 
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Here they are... three 
great soles that have the 
two most important 
essentials of a safety shoe 
sole ...Slip Resistance and 
Density of Material. 

Each sole has been specially 
developed to give greater 
safety ... greater comfort... 
and longer wear under 
specific working conditions. 
Remember—it pays to 
“Sell ‘em the shoe with 
the Sole for the Job”. 
Write today for the free 
Gro-Cord sole selector... 

It instantly tells you the 
best sole for any of 

50 basic jobs. 


Coned.ien Plomt 
GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 
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SAFE 
OPERATION 
OF = 7 =F 
OVERHEAD 4 
VALVES Me: 


with a 


vo 


Adjustable 
SPROCKET RIM 


with Chain Guide 


® Simplifies pipe layout 
@ Fits any size v 





© Easy to install and operate i 
@ Operates any valve from plant 
floor 
® Time ond nv y v j ture \ 
@ No maintenance, first cost only — 
cost 
@ Packed, completely assembled, a .o 
one toa t — p= —_ 
® Hot galvanized, r t-proof 
chain ava Die for « sizes G4 » 
@ Easy to f w instructions Poe % 
se ad lee te +] 
© Your supplier carries complete ys PA j 
stocks 4 l nm : i 
° —~< +, 
@ Write for new descriptive cat- PSs \ hy ; 
r——,, a § 
alog sheet and prices — LU . 
ELIMINATE THIS 











STEAM SPECIALTY CO. 


12 BABBITT SQUARE, NEW BEDFORD. MASS. U.S.A 












Coppus Airplane Type 
Heat Killer® 


cools large 


areas — 
restores 
. . 
efficiency 
al 
yj gale 
HEAT KILLER on the job = 
in drop forge plant, 
W ie hae daeasied Lata 
matior COPPUS — ENGI 
NEERING CORPORA 
TION 6 PARK A\ 
ENUI WORCESTER 
MASSACHUSETTS 
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To obtain information about any products listed here, 
circle the correct number on the Readers’ Service Card. 

















Emergency splint: Designed for us Tripod: For display 
on broker egs and arms prior to n and around your | ( 
setting, the emergency splint features of T-iron and steel tubir 
shaped aluminun half-sections wit! operates on a roller il 
’ built-in padding and traction to in When in use, its height is A 
: the manufacturer. It’s a valve-in-head, 
to 30° for storage. Flags ar 6" x le 
i ~ irtridge-operated unit. One valve pune 
of 8-oz. red canvas. Pro t / 
tures the cartridge affording the user 
trial Products Co. . 
; ; squeeze-grip control ot powder flow 
Circle No. 202 on reader service card . , } 
Product of General Fire Extinguisher 
Corp. 
Circle No. 205 on reader service card 
Dyna-Switch: Automatic pre 
hoist and rane overloading is . 1 
: Safety lock: This device securely locks 
Dv inis device The new mle ’ : 
, tractor to semi-trailer, thereby prevent- 
juipped with a lifting OOK at the 
iccidents resulting trom separation 
Py ict of Torre Saiety Devices Co 
Circle No, 206 on reader service card 
Gas detector kit: You can field test 
any portable combustible gas indicator 
with this portable device. Complete in 
mobilize the fractured limb complet: 
Bleeding and swelling are controlled 
three web straps. X-rays pass throug 
these splints: therefore, they need not 
be removed while X-ray examinations ar 
made Product of Orthopedic Frame ¢ 
Circle No. 200 on reader service card 
Waterless cleaner: This versatile, heavy 
duty product—Stratogel—eliminates the 
need to stock a number of liquid or ° structions come with the kit. which con- 
tains 24 methane ampoules and a plasti 
tom, rather than the nor g container. Product of Johnson-Williams 
® The nook possesses a generous / 
* ™~ DD ng Ss f e ¢ te to ,imost . . 
\ opening and is therefore su Circle No. 207 on reader service card 
j any hoist or crane A heavy eta is 
f has been added to all models in order Roto-Tilt: This product lifts, tilts, and 
to prevent tampering or umage. Prod rotates all types of open and closed 
tot W.C. Dillon & ¢ 
A ‘ Circle No, 203 on reader service card 
Floor mat: This mult k wa 
especially designed for str floors 
STRATOGEL —% Its links, nosing, and edging are 
wavuncess cjeamt *, ot oil proot material Links are str g 
et a on non-rusting spring steel rods. Avai 
ible in brown only. Product B. | 
© : 
“= Goodrich Industrial Pr ts ¢ 
en — 4 Circle No. 204 on reader service card 
pound cleaners. It is a concentrated 
paste cream that can be applied with Dry chemical extinguisher: Construc 
damp cloth or sponge. You can also us¢ ed with stainless steel shells for lichtet 
it with electric floor maintenance ma- weight and higher tensile streneth. thes« 
chines for stripping floor wax and polist 4, 10, 20, and 30-lb. models provid: drums, barrels, fiber containers. and 
J rere . . 
Product of Fine Organics. Inc. greater powder spread and range and boxes. The Roto-Tilt is equipped with 
Circle No, 201 on reader service card faster, simpler operation, according to continued on next page 
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oe 


re 


_ THROW-AWAY 
GOGGLE CLEANING AND 
__ ANTI-FOGGING STATION 


eran eepecgse saan 


When solution and tissues are 
exhausted, throw it away! No refills 
no maintenance. Cleans and 
anti-fogs in one simple operation! 


PULM/OISAN 
STOPS 
Headend; 644 Pacific Street 





THE POSITIVE 


LADDER SAFETY DEVICE 








CLIMBING 
MADE SAFE! 


If climber starts 
to fall, device 
locks in a notch 
automatically, in- 
stantly. Holds se 
curely. Limits fall 
to 7 inches 


PREVENTS DEATH AND INJURIES 
— FROM FALLING 
AUTOMATIC, POSITIVE. Will instantly catch 


and hold workman if he starts to fall, even 
if unconscious. Requires no attention from 
climber; he climbs in normal manner. Inex- 
pensive. Easy to install; 3 men can clamp it 
to ordinary ladder in few hours. Clamps to 
any rung ladder, peg ladder, pole or frame- 
work. No welding or cutting. Notched rail 
hot-dipped galvanized. Entire equipment rust 
and corrosion proof. Can be kept free of ice 
by applying heat inside the carrier rail. In 
use approx. 10 years. Approved by Safety 
Engineers and Govt. Agencies throughout 
country. Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Bivd., P.O. Box 1052 
BURBANK, CALIFORNIA 
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SAFETY EQUIPMENT CORP. 








NEW PRODUCTS a 


continued from page 91 





a safety locking bracket that secures up 
per jaws to the top rim of the drum. 
Positive locking hold is provided by ser- 
rated jaws and channel and_ recessed 
drum bottom foot plate. Product of Pucel 
Enterprises, Inc. 


Circle No. 208 on reader service card 


Marine extinguishers: These | S 


Coast Guard-approved dry powder ex 


tinguishing systems, designed for use on 


boats, are of two types: portable models 





= under a full load, and unlike some racks 

a — 
. with stringers of wood, will not w inp. rot, 
; or cause mildew. Product of Econo-Rack 


Dir The Cin 


Circle No, 227 on reader service card 


fir ¢ orp. 


Hand cleaner dispenser: Clogging of 
equipment. like dripping and waste of 
waterless hand cleaners, can be 


with this newly-cde 


veloped Phlo dispense 





with 4, 10, 20, and 30-lb. capacities 
smaller craft with accessible engine 
partments; 
$50-lb 


large boats. The larger units are equippe 


semi-portable with 150 
capacities for engine rooms of 
with 50’ of hose and dual stream nozzles 
Product of Ansul Chemical Co 


Circle No. 209 on reader service card 


Stock safety emblems: “Safe Driver” 


and “No Accident” emblems are 





neters cleanser dispensed with eacl 
troke. Hazardous. slippery floors. too 
often found where workers wash, disap 


pear when the dispenser is used. Product 
of Chemical Corp 


Circle No. 228 on reader service card 


Drum vacuum: This power head Hy 


dro-Jet adaptor unit converts any 30 or 





from stock with l-year through 25-year 
engraving. Emblems can be ordered with 
synthetic sapphires, rubies, emeralds 
Product of Williams Jewelry & Mig. Ci 


Circle No. 210 on reader service card 


Fire hose storage rack: This single- 
section, all-stee] unit is 8’5” long and has 


3 hose tiers with a capacity of 3.000’ of 
91 





2%” double jacket hose: 2-tiered racks 
will hold 2.000’. Because of their sturdy 
construction, these racks will not sa 
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drum to a high-powered suctiol 





for pick-up of oils. dust. grair 


water, metal, wood chips, and shavings 
It is equipped with a l-hp moisture ani 
dust proof motor and a 3-stage far The 
2” hose and fittings facilitate pick-up of 
larger objects. Product ot Advance Ft 
Machine Co 


Circle No. 211 on reader service card “— = — 


PIOUEEE Baad Protectioe 


mndard elect 
quip 


combustion eng 





Electric lift: Neither st 
material handling 


ment with 


equipment nor ¢ 





internal ines 


can work in dust-laden atmospheres, be 





é ire e ot work gilov Illustrations 
nal t ler ) ’ pa pit 
eng . t i glance \ compr ensiv 
pocket guide pro es data tor se ng 
proper gloves tor specif I ay 
; ns. Published by P Rubbe 
( 

Circle No. 214 on reader service card 
Oxygen indicator: An invaluable 
prevention device, this portable indicator 
hecks oxvgen def ~ 





cause otf explosion hazards. The new ¢ 
Getter has been developed to solve t) 
problem. It is designed for use in Class 
1, Group D. and Class Il. Gre up 
hazard areas The Go-Getter features 
threaded joints for safe operation Pr 


Revolvator Co. I 


Circle No, 212 on reader service cord 





First aid kits: This “C-Thru Unit Sys 
tem” features plastic inspection windows 
f n the atmosphere he instrument meas 
for speedy identification and use of the : 
1 range of O% to 25 XVZE 


right medicant No need to 


remove ¢a 
nt by volume within plus or minus 


Product of Mine Safety Appliarz 
f 

Circle No. 215 on reader service card 
Electric hand lamps: Each of thes 
new “Big Beam” models features sealed 
eam heads and operates on two star 





of the remedies from the kit in search 
of the one you need. All standard first . 

} ird 6-v. lantern batteries. Model 264 is 
aid items are available in these newly : 
designed kits. Product of Davis Emerger 1 combination white light and red flasher 
esig ( s. ri i oO smere2 
cy Equipment ¢ ] type Model 266 has equal power and 

ul , 4 0., ne, 
brilliance, but is not equipped with the 
Circle No, 213 on reader service card flasher arm. Product of U-C Lite Mig 
( 
Glove guides: A 2-color wall chart, Circle No. 216 on reader service card 
17” x 22”. gives specifications on ar ontinued on next page 
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FREE SAMPLE 


to prove 


sat 


AIRCOOL 
2 1a BANDS 











Cooler, longer-lasting 

reinforced perforated foam rubber 
sweat bands from Pulmosan have 
elastic headbands with four-slot slide 
adjustment to fit all head sizes 


PULM|© SAN 
STOPS 


lccidlind; 


For free somple, write 


an 


SAFETY EQUIPMENT CORP. 
644 Pacific Street 
Brooklyn 17, N. Y. 


eee, 
MARTINDALE 


ONLY 


30c 








m PLACE HEAD 
| AND WELL 
Sue AROUND 
HEAD TO KEEP 
FROM SLIP- 
PING DOWN 


each 


PRESS NOSE Vaal 
TABS IN CLOSE 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


“0A 


PROTECTIVE MASKS 


so comfortable! so easy to wear! 


Refills 


2c 


PRESS EDGES 
= OF FACE PLATE 
DOWN TO FIT 
FACE SNUGLY 


each 


Amazingly easy to breathe through! Mask 
weighs less than ounce complete. Ad- 
justable to any head size. Replaceable 
throw-away filter pads—only clean gauze 
touches the face. Positively protect against 
over 400 nuisance dusts. Easily pay for 
themselves in added comfort, convenience 


protection 
Protective Masks .......... $.30 ea. 
No. 1 Refills (standard wt.) -02 ea 


No. 2 Refills (double-thick pad) .02'/2 ea. 
Masks packed in individual envelopes. 
Refills pocked 25 to a box. Minimum 
charge or C.0O.D., $2.00. Minimum 
cash with order, $1.00. Postage paid 
on all cash orders, 


QUANTITY DISCOUNTS 


AVAILABLE 


MARTINDALE ELECTRIC CO. 


1367 Hird Ave. Cleveland 7, O. 
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NEW PRODUCTS 


continued from page 93 


holes, and the like with a comfortable 


garment with a built-in rescue feature 


The harness consists of a 2” Saran web 





belting held in position inside the gar 


Vacuum cleaners: Breuer’s new 300 





series heavy-duty filter vac can be used 


for wet or dry pickup. Powered by a 1 





hp motor and a new 3-stage fan, its top 
air speed is 375 mph. The electric cable 
is detachable from the motor for cor 
venience in storage and replacement 
Product of Breuer Electric Mig. Co 

Circle No, 217 on reader service card 


Cone covers: These heavy-duty, viny 
coated cones possess a steel ring to pro 
vide the proper shape and a draw-cord 
top, which fits snugly around loadin 


Harness coverall: = The 





and 22”. 


pipes and tubes. Diameter: 19” 


The covers are suited for chemical, acid, 
ind petroleum handling because of their 


fire, acid, and chemical-resistant finish. 
Product of Frommelt Industries. 


Circle No, 218 on reader service card 


Immunizing drops: A _ 1-oz. bottle of 
this immunizer lasts an entire season; 


it takes the itch out of ivy poisoning, 


and when used prior to infection builds 
up an immunity against it. Use of the 


product should cut down lost man-hours 


workers. Product of 
Vilderm Research Laboratories. 


imong outdoor 
Circle No. 219 on reader service card 


coverall pro- 
les those who work in tanks, man 


] 


ment. Separate loops for each thigh and 
shoulder join at the back of the suit 
nd lead to a D-ring, where the lifeline 
attached. Produ 


Eq ipment Co 


t of Standard Safety 


Circle No. 220 on reader service card 





Use Reader Service Card 
For Quick Product Data 





ear, flexible vinyl 


Eye shield: This product has a 2-way 


entilating system, a design feature that 


/ 


provides plentiful air supply and doesn’t 
allow lens fogging. It is molded from 


and weighs only 2 


Large wrap-around lens insures great 





How to stop skin disease 
in your plant 


Free authoritative booklet 
shows you what to do... 


“The Prevention of Occupational Skin Diseases” 
is written by Dr. Louis Schwartz, Medical 
Director, U. S. Public Health Service (Ret.). 
Plants which enforce preventive measures de- 
scribed in booklet report dramatic improvement. 
Send for your free copy now! 


HUNTINGTON @@ LABORATORIES 


Huntington Laboratories, Inc. 
Department 3577, Huntington, Indiana 
oO Send me the free booklet “The Prevention 

of Occupational Skin Diseases.” 














NAME - TITLE ——— 
COMPANY 

ADDRESS — 
Eee __STATE 
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Lee Sonic EAR-VALVS 
Eliminate the HARMFUL 
Effects of NOISE to 
The EAR DRUMS... 





A FREE 30 Second Demonstration 
will PROVE this BEYOND QUESTION 
We GUARANTEE THAT! Remember 
they are NOT EAR PLUGS! they are 


scientifically developed sound controls that 
protect the ear drums without interfering 
with normal conversation or sound. We'll 
gladly send you a pair for actual demonstra- 
tion. THEN you will find out why they are 
recommended and used wherever NOISE is 
a HAZARD and a deterrent to normal produc- 
tion. Send for your demonstration pair TODAY 
on company letterhead. No obligation to pur- 
chase. 


SIGMA ENGINEERING COMPANY 
1491 Vine St., Dept. J-1, Los Angeles 28, Calif. 
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© Eliminate traf- 
fic accidents at 
blind corners 
inside and out- 
side your plant 
: — also at load- 
|| \ ing platforms. 


Heavy Gauge STEEL BRACKET: 
(Furnished only on the 26” 9) 


diameter mirror) 

@ Utility design 

® Enables Optional in- 
stallation on coun- 
ters, posts, walls, 
ceilings, etc. 

@ Adjustable to height 
and position 

@ Easily installed in 
minutes 








Trafic Safety Mirrors ore 
available in Convex or 
Flot gloss. All have a 
Yellow and Black Safety 
Stripe Border. 
Round Convex Mirror Sizes 
13” e 18” e 26" e 36" 
Flat Rectangle Mirror Sizes 
6x14" 14x18" 
other specio!l sizes to order 
(Available in Unbreakable 
Metal Mirrors) 














FRED SILVER & Company 


Migrs. of Specialty Mirrors for Industrial Use 


92 Lock Street a. Me 





Newark 


Circle No. 107 on reader service card 
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Miller. . . THE GREATEST 
NAME IN SAFETY! 


For safety, install original MILLER 
grips without heat. Use tool holster 
for all tools. Send to Dept. 357 for 
prices and new catalog. 








er wearer comfort, even for those wit 
bifocal vlasses Product of Bauscl «& 
Lomb Optical Co. 


Circle No. 221 on reader service card 





Fire pump: This pump can be carried 
as a knapsack: thus, it does not restr : 
; , reas into dry ones. The operator merely 

the users arm movement. Its detachable ; 
walks the machine through a wet area, 





ind the 24” intake unit does the rest. 
device is effective for drying seams 
ass per nae 4es MAINTENANCE MA 
x t of Nobles Engrg & Mig. ¢ N’S BELT 


Cirle Noc, 224 on reader service card 


NO.6 7 8 
Cutter guard: Operators’ hands are NEVER-SLIP PLIER GRIPS 
protected from the sharp edges of cutter 
t tl by the Cy-Co-Trol guar € 
signed as a permanent accessory of the 





MILLER EQUIPMENT CO., INC. 
FRANKLIN, PENNA. 


IN CANADA: 
SAFETY SUPPLY CO., TORONTO 


carrying straps are adjustable. The 5-ga 
galvanized steel tank is equipped with 











a slide-action pump whose bronze ball 





valves ire both non-corroding and selt Se eee 2 ee ee eee eee eee ee ee 
cleaning. Product of Champion Sprayer 


Co. 


Circle No, 222 on reader service card 








Barrel and box grab: This product en The only screen of its kind! 


ables you to pick up anything from a Loop construction means easier 


wood or steel barrel, box, or container assembly. A quick bolt lock safety locks 




















—L» = * 
the cutter guard to the cutter. Product —F__ +. * om j 
iN SS a ta x 
Royal Design & Mig., Inc 
Circle No. 225 on reader service card ip 
> ; P be 
Dry powder extinguishers: For use 
1 Class B and C fires, these 20 and 30 if 
pound heavy-duty extinguishers are non- “eS — Dp 
‘ 


*® Light weight ‘*® Rust-proof ® Sturdy 
® Assembles in 5 minutes—no threads 
an be used as wal! curtain 
AT LAST—a portable 
screen that is a fraction 
of the weight of the old 
type. Withstands rough 
handling. Available in 
every wanted size. 





Ask your dealer or 
write us 


to a small nail keg, without damag- 
ing the container. Constructed of heavy 
steel welded chains and tongs, the grab 
is designed on the toggle principle—the 
heavier the load, the more rigidly it is 
held. Product of Palmer-Shile Co. ; 
Circle No. 223 on reader service card toxic, non-freezing, non-corrosive, non 
conducting. They have been tested and 
approved by both Factory Mutual and 
Water pick-up: Mopping up wet floors Underwriters’ Laboratories. Product of 
and wringing out mops are given the go- Buffalo Fire Appliance Corp. 
by by “SpeeDry,” which transforms wet 


Special 
Products Division 


SINGER 





Seen eee 
New 16 Page 8 
Catalog 
Complete Line of 
Work Gloves, 
Welding Gloves 
and 
Safety Clothing 


* 
TT? tT tt ttt LL LLL Ld deh 


GLOVE MFG. CO. 
860 W. Weed St., 
Chicago 22 





Circle No. 109 on reader service card 
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American Industrial Safety Hood Rubber Co. ‘3 
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Dockson Corp. 10 John B. Moore Corp. 66 ) 
: a zy aban < ‘ : Watchemoket Optical Co. 20 
E. I. du Pont de Nemours & Co 64. 68 Morning Pride Mfg. Co. 13 : " ; 
‘ z Wheeler Protective Apparel Co.. In 1 
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ic 
HOW YOU GET MORE FOR YOUR the only clear plastic, 
H rs 
t dispense 
you can buy 
@ So low cost you discard the empties—no_ All tablets sealed in at our factory for 
refilling, no loose tablets. cleanliness. 
° You always see how many tablets remain @ Mechanism easy to work with one hand. ‘ 
in transparent “Crystals’’— no empty dis- 
Lr th no prying off of lids @ All tablets meet applicable federal speci- 
to check supplies. fications. 
a 
Stock No. Description No. of Tablets Price 
FCE6-10ES One case—6 dispensers | 500 enteric coated $ 7.92* 
FCE6-10RS One case—6 dispensers | 500 impregnated 792" 
FCEM6-10ES$ One case—6 dispensers | 1000 enteric coated 11.04* 
snee FCEM6-10RS One case—6 dispensers | 1000 impregnated 11.04* 

TABLET 

"“CRYSTAL-M"" 

















* Less 10% for 12 cases or more 


STANDARD SAFETY EQUIPMENT COMPANY 


500 
TABLET 


"CRYSTAL" 232 WEST GNTARIO STREET ° CHICAGO 10, ILLINOIS 
597 BROADWAY 12921 W. WASHINGTON BLVD. 855 EAST 152nd STREET 
NEWARK 4, NJ. LOS ANGELES 66, CALIF. CLEVELAND 10, OHIO 
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SCHRADER ADDS MORE 
NEW AIR CONTROL PRODUCTS 
TO GIVE YOU EVEN WIDER SELECTION 


NEW! 









~~ 
SUB-BASE SINGLE AND DOUBLE SOLE- 
NOID VALVES — Greater versatility You 


DOUBLE SOLENOID 4-WAY VALVES — 


Now double solenoid 4-way action available 


HOSE REEL FOR AIR TOOL SUSPENSION 


—Saves duplicate equipment and mainte- 


nance. Saves time on high speed production. in full series . voltage-wise, port size, flow don’t have to disturb the piping for service 
Spring tension counterbalances air tools. Pow- capacity. Permits longer dwell time in either Reduces ‘down time’ to absolute minimum 
erful spring automatically takes up tool. | position without continuous electrical energy Complete series: voltages, sizes, capacities. 

eS —enwsw ew ew ee ee ee ee oe Soe Weeneen ne hers en, Seema Nae 


NEW! 


NEW! 





PILOT OPERATED SUB-BASE 4-WAY 
VALVES — Sturdy cast meehanite sub-base 


NEW! 3-WAY SOLENOID VALVES-—Sim- 
ple 3-way action available in full series—volt- right angle ports. Give convenience and con- 
contains all ports for piping air. Permits re- age, port sizes, flow capacities. By shiiiing trol with simplest installation. Mount directly 
moval of valve mechanism for service without pilot chamber head 90°, normally open ; on floor. 38° N.P.T. Sturdy, compact, and 
disturbing piping. Complete new series! changes to normally closed, and vice versa! ' versatile. Take minimum space. 


2- AND 3-WAY FOOT VALVES — with 


NEW! NEW! | NEW! 





SLIDING SEAL VALVES FOR PIPED 
EXHAUST — Complete series! 2, 3, 4-way 


3-WAY PILOT VALVES — Complete new 


line. Normally open or normally closed types. 


CHECK VALVES—Thread combinations now 


in complete series in spring-loaded check type. 
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| 

| 

| 

| 

! 

e | 
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I 

I 
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types. 4’ N.P.T. ports. Hand or mechanical Ideal for single-acting cylinders. Simple, neat, Pinpoint your needs. Amazingly compact, rel- 

lever. Compact, minimum working parts. sturdy. May easily be converted to solenoid. ative to large flow capacity. Capacity 35 cu. ft. 
/ 

—— Use the full Schrader line to do your air control selecting. Your Schrader 


distributor can help you pinpoint what you need. For more data write: 


&. SCHRADER’S SON * Division of Scovill Manufacturing Company, Incorporated 
470 Vanderbilt Avenue, Brooklyn 38, N. Y. 





o division of SCOVILLE QUALITY AIR PRODUCTS 


——— eee 








Circle No. 2 on reader serv:ce cord for more information 












Distilled Writing helps 
your ads win 
the fight for time 


We're all fighting for busy readers’ tims. 
No man has time to read all the magazines 
that cross his desk: if he did, he’d never 
get his job done. And if your ad runs in a 
magazine that never gets read, it’s money 


down the drain. 


[The Industrial Publishing Corporation de- 
veloped Distilled Writing to help your ads 
win this fight for time. Distilled Writing is 
copy with the extra words squeezed out. All 
the facts are there, but each article gets only 
as much space as it really needs — not one 


line more! It’s bright, clear and concise. 


Result: Shorter, easier to read articles. More 
articles per issue in all ten IPC magazines. 
More subjects covered to attract readers and 
hold them. And this readership gives your 


ads a fighting chance. 





He runs the only distillery in the 
business press 


His name is David Kinsler (right). He distills 
writing. He works with all IPC editorial staffers 
—chief editors and junior associates alike—to 
make their material readable and worth reading 


. give readers more for their reading time. 





OCCUPATIONAL HAZARDS 


in Industrial Publishing Corporation Magazine 


812 Huron Road «+ Cleveland 15, Ohio «+ SU 1-9622 





New York 17 Chicago 11 tos Angeles 57 London, England >a Writing get 
Room 836, Room 704, Room 8, 672 S. John A. Lankester J peewee 
60 E. 42nd St 520 N. Michigan Ave. Lafayette Park Pi. 31 Palace St. Pr —s 


Tel. MUrray Hill 7-3420 Tel. WHitehall 3-1655 Tel, DUnkirk 7-5104 Westminster, S.W. 1 read 





